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CARELESS DRIVING 

CHARGE BRINGS 

HEAVY FINE 

Ei nest Young of the Newmarket 
Military Training Camp was sent- 
enced to six months hard labour 
by Magistrate W. F. Woodliffe at 
the local police court this week, on 
a charge of attempting to steal a 
car, the property of Harry Bell of 

Newmarket, 

"I saw this soldier sitting in 
Harry Bell's car at the rear of the 
drug store by the Bugle Band Hail 
on January 2nd.'* testified Robert 
Smith, Jr.. pf town. "The car had 
been backed down the lane before 
I got there! and as soon as Paul 
Garrett went to find Mr. Bell, the 
soldier got put and went down by 

the arena."- 
"J saw this soldier sitting in Mr. 

Bell's car tinkering with the ig- 
nition and told him to get out of 
the car and went up to tell Mr. 
Bel!/' testified Paul Garrett. "He 
was gone wlien I got back." 

"On January 2nd about 9.45 p.m. 
as the result! of a call I went to the 
rear of Bell's Drug Store where 1 
found Bell's jear parked across the 
laneway between tne Chainway 
.Store and the Drug Store thirty to 
forty feet from where it is usually 
parked/^ testified Chief Constable 
James SIoss.j "I examined the wir 
ing on the ignition and found that 
the wires frojn the heater had been 
torn away from the switch and the 
switch was j broken. The keys 
weren'i in the car. but it would 
still start, li followed tracks down 
by the arena eastward to the rail- 
way tracks. They resembled tracks 
made by a soldier's boots and led 
south on the; tracks and cut off to- 
wards the camp. I went to the 
military camp 'and questioned ac- 
cused. At ttrst he denied every- 
thing and later admitted it and 
said he was drunk. He wasn't 
drunk . at the time I questioned 
him, which was an hour later" 

Crown Attorney Mathewrread a 
lengthy reeprd against accused 
dating from 1918 to 1941. when he 
was convlctpd of attempting to 
break, and £nter the Newmarket 
C.X.R. statioiu [ . 

"You don't! like to be but of jail, 
do you?" asked His Worship. "It 
is just a njatter of two months 
since you have been out, and you 
want to be liack in again/' 

"1 have <i clean sheet in the 
army/' replied Young, j 

"What do you, mean by a clean 
sheet? I sent you to jail for sixty 
(Continued on Page 3, Col. 4) 
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IN ENGLAND 

X 



SERGT. VIC. BRIDGES 

IN ENGLAND 
Sergt. Victor 'Bridges, veteran of 
the last war and Newmarket's first 
to don the uniform, has arrived in 
England. Vic, we understand, 
went all the way to Ottawa with 
the demand that he be sent over- 
seas. 




TWENTY WOMEN OF C.W.A.C. 

ARRIVE FOR DUTY \ 

AT CAMP 

- Eighteen volunteers and two 
N.C.O/s of the Canadian Women's 
Army Corps, arrived at the local 
camp by bus this morning to take 
over jobs held by high category 
meu who will be utilized for active 
service jobs. The women, who are 
in charge of Sergt. Armstrong and 

Corp. Newburn. are known as "vol- 
unteers," wear a trim khaki outfit 
and will work as waitresses, trans- 
port drivers, cooks, clerks and a 
dental assistant. 
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PTE. JACK LUESBY 

of the Army Medical Corps arrived 
England recently with his unit. 



in 



Jack is the younger son of Mr. and 
Mrs. George Luesby. 

— Photo by Budd. 



RED CROSS DANCE NETS $80 
FOR WAR WORK | 

The Red Cross dance at the high 
school auditorium was a delightful 
event, and while the crowd was not 
as large as was expected, those 
who attended enjoyed the evening 
to the full. 

Max Boag's orchestra provided 
a splendid program of dance tunes, 
the Rye waltz and the Barn dance 
being standouts. About $S0 was 
realized for war work. 









• 



-. 






A. R. P. NOTICE 

A.R.P. and War Emergencies 
talk, Town Hall, Newmarket, 
on Tuesday evening, January 
20, at 8 o'clock. A talk on 
A.R.P. work will be given by 
Major Muir of the Newmarket 
Military Camp, and Dr. Dales 
v/ill speak on "Surgical Shock." 
It is hoped that each factory, 
business, school, home and 
service organization will be 
represented. 
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ENJOY LETTERS AS 

WELL AS BOXES 

FROM HOME 




CAPT. FALLE GOING TO 
DEBERT, N.S. 
Capt. Ernest Palls of the Salva- 
tion Army, who has been officer in 
charge of the Auxiliary Service 
Canteen at the local camp since its 
opening, is being transferred to 
Debert, N.S. Capt. and Mrs. Falle 
leave next week for their new field 
of work. This young couple have 
made many warm friends in town 
during their stay, who will deeply 
regret to learn of their leaving. 
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DR. DALES AND MAJ. 

MUIR TO SPEAK 

JAN. 20 
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. The first iof the series of eight 
lectures on "Emergencies in War" 
was taken by Capt. Edwards in the 
town hall Tuesday night. The 
Doctor spoke on "Psychology of 
Emergencies!/' He dealt with htl 
subject under these headings: 

(a) Psychology of Fear. 

lh) Mental Attitude* of the Vic- 
tim. J ' 

(<:) Mental Attitude of the By- 
stander. | 

Id) Mental Attitude of the First 

Aider. j 

s (e) The Importance of Conserva- 
tion of Health. 

' Mm Rogers of Sharon ably re- 
viewed and enlarged on what 
Capt, Edwards had said. In her 
remarks she* stressed the need for 
Kelt discipline. To be ready for 
auy 'emergency each one must so 
prepare himself that he Is at all 
times master! of bis own emotions. 
Ah Capt. Edwards had said. In an 
accident three groups of peoplo 
come together, the victim, the by- 
stander and the first alder. The 
trained flrfct f alder may . quickly 
bring order out of seeming chaos, 
hence the nce<? for many trained 
workers,- . I 

/.."The health) of the civilian pop- 
ulation Is Just as essential as the 
health of the army/' said Mrs. Rog- 
er*. 'TMsea.se germs enter the 
body through the pose or mouth. 
Those germs are usually convoyed 
by the hands, 1 Hence the need foi 
carfeful cleansing of the hands/' 
At this point Miss Ro3a of the 
York County Hospital, gave a prac- 
tical demonstration of the proper 

.washing of thejhands. None was 

'willing to duplicate the demonstra^ 
tlcm, but many will, profit by the 
nurse's method in the privacy ot 



PICTURES FOR THE PAPER 

Persons desiring pictures in 
the paper should have same 
in our office by Saturday if 
they wish them to appear the 
following week, as it takes four 
days to get a cut made. Send 
the photo or snapshot, not the 
negative. 



GNR. BOB DIXON CABLES HOME 

A cablegram was received early 
this week by Mr. and Mrs. William 
Dixon from their son Hob, announc- 
ing his safe arrival in England. 

■ 

their own homes. 

Mrs. Rogers summed up her lec- 
ture by enumerating the health 

rules! 
(1) Daily Bath 

- (2) Proper Food 

. (3) Sufficient Rest. Some peo- 
ple require more rest than others. 

(4) Exercise in the Fresh Air. 

(5) Sleep In a well-ventilated 

room. 

(6) Proper elimination 

(7) Drink plenty of water, eitfht 
glasses a day. 

' (8) Clean hands. 

The course "Emergencies in 
War" leads to organization In A. 
R. P. work. Attorney General 
Conant has warned the people ot 
Ontario that they may expect 
forced black-outs soon. Many New- 
marftet people are anxious that 
Newmarket be ready. 

The next lecture will be taken 
by Mayor Dales and Major Mulr of 
the Newmarket Military Camp on 
Tuesday, January 20, In the town 
hall. Dr. Dales will speak on 
"Surgical Shock/' and Major Mulr 
will talk on A. R. P. work. Mrs. 
Rogers and local nurse3 will de- 
monstrate. 



The following letters of appreci- 
ation have been received by St. 
Paul's Ladies' Aid from Newmarket 
boys on active service. 
P-16471, Pte. Fred H. R. Lewis, 
"A" Coy. Royal Canadian RegL, 
c/o Base Post Office Canada. 

Dear Mrs. MacLeod: '- 

I want to thank you and j i the 
ladies of St. Paul's Auxiliary very 
sincerely for the very swell and 
most unexpected parcel. I have 
been told all about the church 
from mother and I have a photo 
card of the church and also of the 
Post Office in Newmarket, but as 
yet I have not had the pleasure of 
seeing the town. I look forward to 
it very soon when our job is done 
over here and we arc all back to 
good old home. At the present 
time we are all listening to jtho 
Seaforth Highlanders of Canada 
on th© wireless, as an Englishman 
would say. (the radio). Wei all 
look forward to the folks' talk to 
the boys over here, also sports 
news and the rebroadcast of the 
hockey on Sunday afternoon. J 

The weather over hero at the 
present time is cold and damp, of 
course England is noted for its 
weather; also the wee spot of tea 
four to six times a day. It's not too 
bad, but sometimes it gets awfully 
boring, and mail from home is the 
best restorer of all. It arrives quite 
regularly and is always looked for 
ward to, and when It appears, on 
orders, that a convoy has been 
sunk, It sure makes us all want to 
get over to see "Jerry" Immediate- 
ly, but in two years we have not 
lost any more than three ship- 
ments, which shows that the old 
navy is on Its toes. 

i suppose now as It is my time 
to go on guard shift for two hours, 
I will close, with my sincere 
thanks to you and the ladles of 
the Auxiliary. I 

Wishing you one and all a very 
Merry Christmas and a bright and 
prosperous New Year. I am, 

A grateful friend. ■ 

Fred Lewis. 



B-8427D, L/Cpl. II. P. Myers, 
1st C.T.C.C., R.C.A.S.C., 
C.A. (Overseas). 

Ladies: 

It gives me great pleasure at 
this time to thank you one and all 
for the wonderful parcel you have 
so kindly sent to mo. I can't ex- 
press my thanks deeply enough, 
but I'm sure that you know how 
your parcels and gifts are received 
by us. Even so much as a note 
from anyone back home Is a great 
help in brightening the boys up. 

We are getting along fine over 
here and are more or less getting 
used to the ways of the Kngflsh 
people. The only thing that I don't 
like about it Is the weather/! A* 
most of you know. It Is just ithe 
season for rain and wind ana It 
gets very dull and miserable at 
times. However, we are gradually 
getting used to It. I 

As you know, wo have had little 
or no air raids for the past few 
(Continued on Page 5, Col. 8) 



Celebrate 65th Wedding 
Anniversary 
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BANQUET HOST 



Company 8ergeant-MaJor Cooper 
Reviews Activities 
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MR. AND MRS. JOHN COLLINS 
Newmarket, who quietly observed 
their 65th wedding anniversary on 
Saturday. Jaifuary 10, 1942. While 

both enjoy good health, no "cele- 
bration" of this remarkable event 
was held. 

They attended, however, an even- 
ing dinner held iu their honour at 
the home of a son, that of Mr. and 
Mrs. Walter M. Collins. Newmar- 
ket. Also present on this occasion 
was their other son. Mr. Russell C. 
Collins of Leaside, recently of 
Orillia, together with the latter's 
wife and son. Gordon. 

There are two other grandchild 
ren. Miss Jean, a daughter of Mr. 
and Mrs. R. C. Collins . and Mr. 
Jack Pritchard. a son of their de- 
ceased daughter, Florence Gert- 
rude. 

Mr. and Mrs. John Collins are 
aged S7 and 85 respectfully, and 
have resided at their present home 
on Park Avenue. Newmarket, for 
fifty-two years. 

Mr. Collins was born at Sharon 
and Mrs. Collins (formerly Cath- 
arine Fox), at Markham. They 
have lived in Newmarket and 
vicinity all their lives. 

After farming for about fifteen 
years, the couple moved into town. 
Mr. Collins comes of U.E. Loyalist 
stock. He always liked horses, 
"teamed" for a good many years 
in Newmarket, and was an employ- 
ee of The Office Specialty Mfg. Co. 

Both continue iu active life. 
Mrs. Collins does considerable 
knitting and sewing. Mr. Collins 
takes his dally walks, and on 
Christmas Day. while in Toronto, 
attended the Maple Leaf - Boston 
hockey game. 

Looking back to their marriago 
III 1S77, they can 'see many changes 
In living conditions, and think the 
young people of to-day. whom they 
enjoy, ought to be congratulated 
on the many inventions achieved 
for their pleasure, education and 
civilization generally. 






SCOUTS COLLECT 

147,627 POUNDS 

OF SCRAP 



Proceeds Used For Patriotic 

Purposes 

- Jan. 12. 104?. 

Dr. L. W. Dales. 

Mayor of the Town of Newmarket. 
Newmarket, Ontario. 
Dear Sir: 
Re: National Salvage Campaign 

At your request this Association 
undertook the collection of waste 
materials In April. IM1. At thst 
considerable difficulty was exper- 
ienced in obtaining a building in 
which to accumulate materials 
collected. Through the cooperation 
of Dixon Pencil Company, a build- 
ing was provided and repaired. 
Several Interested citizens volun- 
teered their help In putting a new 
roof on tho building, and through 
the co-operation of the town coun- 
cil a truck was made available 
after five o'clock and on Saturday 
afternoons for collection purposes. 

From tho beginning the work of 
collecting scrap materials has been 
carried on by tho boys of the troop. 
with the exception of part time as 
sistanco in the warehouse, and the 
driver of the truck. 

During the eight months from 
April 1 to November 30 the mater- 
ials salvaged are as follows: 

Newspapers, magazines, corru- 
gated boxes and mixed papers. 
I10.G77 pounds; string. 2,743 
pounds; tires, tubes and waste 
rubber, 2,800 pounds; mixed rags. 
3.360 pounds; scrap Iron and steel. 
20, 194 # pounds: copper, lead zinc 
and' brass, 941 pounds; aluminum, 
G07 pounds; total 147.627 pounds. 

This Is an average of slightly 
moro than nine tons per month. 

Proceeds from the sale of these 
materials are used for patriotic 
purposes. Donations have been 
made to Newmarket Red Cross, 
British War Victims Fund, B. P. 
Chins Up Fund, and Newmarket 
Veterans Association. 

Many citizens of- Newmarket, 
householders, merchants, and ' in- 
dustrial establishments alike, b> 
saving waste materials which pre- 
viously were destroyed, arc mak- 
ing these results possible. To you 
nnd Council, to all those citizens 
who have contributed matorlals, 
and others who have assisted In 
various ways, wo express our sin- 



A novel executive meeting was 
held in the Walker House recent- 
ly when the newly-elected officers 
of the 127th Battalion Association 
were tendered a banquet by the 
president. Company | Sergeant- 
Major G. M. Cooper, M;M. 

•President Cooper, in -his inaug- 
ural address, spoke of the growth 
of the association since its incep- 
tion, and told of the many mem- 
bers who are again serving in the 
active and home defense forces. 

Plans were then completed for 
the coming year and it was decid- 
ed that the monthly j meetings 

would be held in the Sappers' Club, 

60 'Bond street, on the third Tues- 
day of the month. j 

The different committees and 
chairmen were then appointed: 
Membership, A. Wade. L. Sturdy 
and R. T. Dean; entertainment, A. 
Lackey and J. Adams; ! sick and 
welfare, F. Moorehousd and L. 
Mabes; publicity, F. Ritchie and A. 
Wade. 
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TRAINING IN MANITOBA 



, 



SCRAP PICK-UP 

i • - 

There will be a scrap pick-up on 
the east side of town 'Saturday, 
Jan. 24. Please remember this 
date. 




SECURE $300,000 IN 

BLOOD AT A COST 

OF $14,000 



r> 



' A.C. 2 ALVER LEEDER 

son of Mr. and Mrs. George Leeder. 
Prospect street, is taking his train- 
ing at No. 3 Gunnery and Bombing 
School at McDonald. Man. 




POUND OF BUTTER 

WORTH MANY 

DINNER 

INVITATIONS 



Another heavy mail from New- 
market boys in England, express- 
ing their thanks to the Veteran 
Soldiers' Comfort Fund. These 
treats are made possible by your 
donations. 

Scotland, 
Dec. 5. 1941; 
Dear Veterans, — 

Once more 1 must thank you for 
the wonderful parcel which I have 
just received. This parcel con- 
tained butter, cheees. kllk and tea 
bags, and I certainly appreciated 
it. Yon. who were over here be- 
fore, certainly seem to know what 
to send, and your parcels scorn to 
come always at the right moment. 

Army rations on active service 
were never very much as no doubt 
most of you will remember, and be- 
ing able to got something extra 
Is certainly appreciated. 

Not only from the practical 
standpoint of articles being re- 
ceived, but the fact that they are 
being sent with the host wishes 
from an organization auch as yours 
increases tlielr value a thousand 
fold, and I assure you gentlemen 
that these gifts are appreciated by 
all of us over here, and will not 
be forgotten. Once more thank- 
ing you, I remain, 

Yours thankfully. 

Sgl. Albert Llndenhaum. 



TURNED OVER HIS 



- 



CHEQUE 



On New Year's Eve Bill 
White presided at the piano at 
the Officers' Mess at the local 
camp, and In the course of a 
few days received a cheque for 
$2.50. No sooner had this 
veteran of the last war receiv- 
ed the money ttyan he turned it 
over to the Soldiers* Comfort 
Fund for cigarettes for the 
boys overseas. Thanks Bill! 



LIONS RECEIVE DONATION 
FROM NEWMARKET 
TEMPERANCE UNION 

■ H. E. t Gilroy, secretary of the lo- 
cal Lions Club, received a cheque 
last week for §37 from the N'ew- 
market Citizens' Temperance Un- 
ion, lo be used for child welfare 
work. 



**Over $300,000 was donated last 
year in blood by 16.906 patriotic 
citizens, at a cost of only $14,000,** 
Roy Sprouts, originator of the Tor- 
onto Blood Clinic, for the Red 
Cross told the Lions Club on Mon- 
day evening when he made a stir- 
ring appeal for more volunteers. 
Less than one percent of the blood 

was found useless, he declared, a* - 

compared with some sections ot 
the States where 15, 25 ind even 50 
percent has to be rejected for the 
same reasons. 

The speaker told his audience 
that 23,000 donations had been re- 
ceived since the clinic opened in 
January, 1940. and there has yet 
to be the first accident. From the 
lime a donor arrives at the hospit- 
al until he is on his way again, it 
takes but 15 minutes, and donors 
can be handled at the rate of one a 
minute. 

Pictures were then shown ex- 
plaining the process from start to 
finish when the powdered blood is 
packed in hermetically sealed cans 
and shipped to all sections of the 
Empire's battlefronts ou land and 
sea. This war many lives of sail- 
ors, soldiers and civilians have 
been and will be saved by blood 
transfusions, which Canadians 
: have made available. 
j Following this picture the Lions 
saw several reels o£ our Australian 
cousins in action in Greece. Crete 
and at home. A visit to the Can- 
adian National Exhibition reel in 
technicolor, showed more than a 
day's tramping around the big an- 
nual fair. 

A lengthy letter written during 
the "blackout" in England by Lion 
Capt. Dr. Cock, was greatly en- 
joyed, and an airgraph letter 
wishing 4 Doc" the best of luck, 
.signed by all the members present 
was mailed Tuesday morning. 

Reports of committee for the 
White Elephant Sale at the end of 
the month, reporting progress and 
keen interest anions the citizens, 
were given. 

Tho meeting was in charge ot 
past president Jim Law and Lion 
Andy Davis. Lion Alex Eves mov« 
"ed the vote of thanks to Mr. Sprout 
while Lion Frank Bowser moved 
the vote of thanks to Jack Steer of 
Toronto, who was responsible for- 
IHe picture show. 
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Stltlday, Doc 7, 1941. 
Newmarket Veterans: 
Dear Alec, — 
I received a Christmas parcel of 

H00 cigs. from you follows yester- 
day. They sure were swell. I 
guess you boys know the difference 
between Canadian and Limey cigs. 
Things are fairly quiet here. Wo 
are in a now camp and it's Just 
mud to our knees. Wo are about 
seven miles from town, so you see 
wo don't get out much. 

Well, hoys, I bettor sign off as 
there Is not much I can tell you 
about us. 

Thanks a million for the smokes 
and Merry Christmas and a Happy 
and Prosperous 'New Year. Re- 
m ember me to all. tho fellows in 
shop. So long for now. 
Your frlond, 

•Earl Cole. 

I guess the Christmas and New 
Years wishes will bo late, but they 
aro still sincere. 

Bye, boys, for now. 



SERGT. PILOT WILLIS THOMP- 
SON IN ENGLAND 
Sergt. Pilot Willis Thompson of 
Schomherg Junction, brother of 
Mrs. Leonard Owous of Main St., 
north, arrived overseas some few 
weeks back. 



RED CROSS ARRANGE 

ANOTHER DANCE 
The local Red Cross announce a 
Valentine dance at tho high school 
auditorium on Friday, February 13, 
with Art West's orchestra. Reserve 
this date now. 



England, Dec. 7, 1941 
Dear Alex. — 

I rcceivod 300 Export cigarettes 
from you and I wish to thank you 
a little more than I could by merely 
sending the card. 

We do appreciate your looking 
after us and wo know you put up 
with the same and moro than we 
have, last tlmo. I was stationed 
near Browny and Art Dobie for a 
while, but we have moved. We are 
fine here. I wish you all the best. 
Youra, 

O. T. Bloncowe. 

(Continued on Page 4, Col. 7) 



cere appreciation. 

Newmarket Boy Scouts Assoc, 
Robt. Martin, President 
W. A. Spear, Secretary. 



MAIN STREET MERCHANTS 
DONATE $44.75 FOR 
SOLDIERS' FUND 
A sum of $44.75 was turned In 
this week to Alec Mcintosh, secre- 
tary of the Veterans' Soldiers' 
Comfort Fund, from W. L. Bos- 
worth, who collects from the Main 
Street. Thank you merchants! 



LIONS SEEK SUPPORT 

OF ENTIRE 

COMMUNITY 
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COMING 
EVENTS 



FEBRUARY 13— Red Cross Valen- 
tino Dance in the High School 
Auditorium. Art West's Orch- 
estra. $1.50 per couple. 

i 

FRIDAY, JAN. 16 — Dancing 
I.O.O.F. Hall. Max Boag's or- 
chestra. 



FRIDAY, JAN. 16— Annual meet- 
ing Newmarket Branch Red 
Cross, Town Hall, at 3 o'clock. 

THURSDAY, JAN. 22— Annual Hot 
Chicken Patty Tea by St. Paul's 
Ladies' Aid in the Parish Hall, 
Thursday afternoon, Jan. 22, 
from 3 till 6. Price 25c. , - 

FRIDAY, JAN. 30— Reserve this 
date for big evening sponsored 
by Newmarket Lions for war 
work. 



The Lions* War Benefit Sale of 
white elephant articles promises 
to be the biggest "January Sale" in 
North York when the .thousand 
and three articles of useful and 
ornamental gadgets and furnish- 
ings being gathered up by the 
Lions Club members will go under 
the hammer of our popular mara- 
thon auctioneer, Fred Smith, on 
Friday. January 30, at the New 
market Town Hall. 
- The Lions are commencing a 
door to door canvass this weekend 
for donations of things that our 
citizens have no more use for 
which might be needed by others. 
This will help answer that quest- 
ion of what to do with those good 
high chairs, odd pieces, of furnit 
ure, white elephant Christmas or 
wedding gifts, clothing, toys, bug- 
gies, bucksaws, tools, hand sleighs, 

etc. 

We all have something we have 
hated to part with or throw ouL 
Now the Lions will turn It into 
cash for their war work. Already 
this year they sent $200 to their 
national Lions fund for British 
Child's Bomb Victims, being ad- 
ministered by Her Majesty Queen 
Elizabeth through the Waif and 
Strays Society. It takes $130 to 
provide for one child for -a year. 

Here are a few typical cases: 

Sally Smith, aged 3j4, both par- 
ents killed In a raid, afco her bro- 
ther and sister. 1 _ 

One boy aged seven, under our 
care, has had his teg blown off, and 
another small baby has been very 
badly burned by an Incendiary. 
These are but two of the 2,600 chit* 
dren ; under five whom we have 
taken.. 

We know every citizen appreci- 
ates the fact that our kiddles hare 
bo far been spared this fete, and 
will want to help the Lions In thb 






good work. 
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TO THE FOUR HUNDRED 



Do you think the Government is accomplishing everything 
possible in the prosecution of the war? We know you don't, 
and four hundred citizens met in Toronto recently to discuss 
the matter and arrived at the conclusions that are set forth in 
the advertisement on page six of this issue. 

We agree that national selective service for the armed 
forces, industry and the farm is the ideal set-up, and we should 
have realized it from the offset if we hoped to bring a speedy 
termination to this conflict. 

But when we talk of conscription of man power we must 
not lose sight of as equally as big a factor the immense wealth 
in dollars and cents in our banks, and in securities, bonds, 
mines and property held by a number who are past the age 
for serving their country in the army, industry or on the farm, 

or who have no sous to represent them in the front line. If 

the people of our country want selective service, (and we 
have no doubt they do), let the Government cancel the need- 
less expense of organizing and advertising for the $600,000,000 
war loan in February and raise this money selectively. 

Only this week a Newmarket man received a cable from 
his son, "Wire $35 at once/' Is it just that this father should 
have to be supporting this son who is willing to give his all at 
$1.40 a day while the men in our industry are making six to 
seven dollars a day? Is it fair that this boy should have to go 
without smokes or eats because he hasn't the purchasing 
power to secure them, while you and I sit at home and sip our 
cocktail, smoke our cigarettes and give ourselves of the best 
the land can produce? Yet this is what you are asking of 
youth when you talk selective service. 

We believe that selective service is a good idea. We 
belie've that wealth should be conscripted with youth. We 
contend that while we are all in the front line, that chap with 
the uniform is a\ little further front than the fellow making 
aeroplanes, and should be paid accordingly, while to-day it is 
the opposite. We are firmly convinced that the Government 
of Canada, after this war, will be a returned soldier's govern- 
ment, and we are as firmly convinced that they will see to it 
that "means are found to employ the youth of to-morrow and 
not leave them in the bread lines for so many years as we 
have done to that group that we are now asking to sacrifice 
their all for us. 



"PAY THE FRONT LINE SOLDIER TEN 

i DOLLARS" 



C 



(An Editorial From the Alliston, Ont., Herald). 

About four hundred mayors, reeves and others interested 
in recruiting from the small centres of Military District .No. 2, 
which is the area governed by the district surrounding Toronto 
and extending north to James Bay, were the guests in Toronto 
on Friday and Saturday of .Major-General C. F. Constantine, 
the officer commanding the district. It was a rally of those 
supporters and they were royally treated by the officers of 
the several branches of the army and shown a lot of what is 
being done- to raise the strength of the various arms of the 
service to the needed strength. 

Ostensibly the gathering was intended to be impressed 
with the efforts of those in authority and to return to their 
home towns imbued with a greater incentive to arouse those 
still eligible to a sense of duty and desire to join up. 

The whole show was on a grand style and every minute 
of the time of the delegates was taken up seeing something 
or hearing someone. 

The highlight of the whole affair came when Col. Sidney 
Lambert, padre of Christie Street Hospital, spoke at the 
banquet given atthe King Edward Hotel on Friday' evening. 

The Crystal 'Ballroom was crowded with satisfied diuers. 
The head table boasted an array of generals, brigadiers, 
colonels and other high ranking officers. The tables in the 
.large room were sprinkled with red tabbed staff officers and 
many society people. 

Col. Lambert made one of the most inspiring speeches of 
his career. He said: "We have something to do with these 
lives of ours. It was simple to be a farmer or a preacher or 
a school teacher, but It was really something to be a soldier, 
a fighting soldier." 

"We are having trouble," he said, "getting men for the 

nriny. They are not coming forward as we would like them 

.to. 1*11 tell you how to get the men. The whole trouble with 

the business Is that we are going about it upside down. We 

are paying the man who runs the least risk the most money. 

We should pay Hie soldier who fights $10.00 a day and the 

man that stays homo the least. Then you would get your 
army." 1 j 

We do not believe that Col. Lambert was in the least bit 
cynical when he quoted those words. We believe he was as 
sincere in that statement as in any address he has given, but 
we know that Ottawa will raise its hands In holy terror at the 

suggestion. 

- 

We do not think that General Constantine and his officers 
"were one bit pleased at the statement. While the crowd from 
rural Ontario applauded and cheered the speaker to an echo, 
the general and. all those with him at the table maintained a 
eilence and the expression on their faces was one of constern- 






ation rather than pleasure and agreement. There was no Tote 
of thanks or comment made and the function was ended as 
abruptly as though a bomb had been dropped in the room. 

But they were no idle words that Col. Lambert spoke. It 
Is a fact that tbis business of waging war works all to the 
benefit of those who take the least risk. It seems that the 
moment war is declared there is a scramble for the good jobs 
and big pay. These are not to be obtained by volunteering for 
active service. To get a good job and big pay one must stay 
at home and from actual experience we know that there is 
more jockeying and lobbying done in the army than in any 
other line of business in the world to-day. 

Col. Lambert had the nerve to speak the truth and for 
that men in this wtfrand in the last have been sidetracked or 
demoted. 

True,. we will not win the war by casting asperations on 
those in authority. But we will lose the war if we do not get 
the men needed for the service and there is a reason why men 
ere not coming forward. 

It has been reported that the armed convoy that visited 
Alliston gained twelve recruits after a tour of the district that 
stretched within seventy miles of James Bay. If that is cor- 
rect there was a wicked waste of public money. Something 
else must be done and there are two ways to do it. 

Either the pay of the fighting man must be raised to make 
it worth his while giving up a $10.00 a day job or there must 
be universal conscription of the whole population, with wages 
and costs of living scaled to that allowed the men in service. 
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From The Express-Herald of 
January 19, 1912. 



NOTE AND COMMENT 



A couple who had lived together in peace and harmony 
for 40 years attributed their success to an agreement made 
early in life: whenever one of them started an argument the 
other walked out of the house until the anger of the other had 
cooled. The man was the perfect picture of health — as it seems 
he had spent much of his life outdoors. 



ECHOES FROM THE 
SANCTUARY 

| * 

(This column is dedicated to the task of bringing a little of the 
church to those who are shut-in. Its main content will be the pith 
or kernel of one or other of the sermons given on the previous 
Sunday). 



(To the Shut-ins) 

A systematic search through my 
library revealed that the matter or 
subject of "The Will of God" had 
been, to an amazing degree, left 
out of the pulpit for many years. 
It also became apparent that when 
the present, crushing weight of 
woe began to descend upon the 
human race, that this subject of 
God's Will began to creep back 
into sermons. Obviously, the rea- 
son for the change is that people 
wanted to KiXOW. 

Let me encourage every earnest 
soul with the assurance from God's 
Word, which never errs nor fails, 
that we CAN AND MAY KXOW 
THE WILL OF GOD. 

Romans 12:2 tells us that we 
may "Prove what is that good, and 
acceptable, and perfect Will of 
God." 

-Eph. 5:17 tells us we may under- 
stand it. 

St. John 7:17 gives us the key to 
the matter. It speaks thus: "If 
any man is willing to DO His Willi 
he shall KNOW. . ." 

The point is obvious. God re 
veals His Will to those who are 
willing, and who intend, to per- 
form it, and never otherwise. 

But a striking question apses 
here — Do we really WANT to know 
God's Will. Actually, most of us 
do not. We are afraid it would 
change our whole course and man- 
ner of living. We are afraid it 
might demand too much of us. The 
revelation of God's Will would 
frighten some of us almost to 
death. 

But if we truly WANT It, and 
seek it, God will reveal it, and give 
us grace to perform it. The ideal 
is, that we should have no set will 
of our own, but should be so merg- 
ed into His Will that His Will and 
ours will be one. 

"Do His Will as If it were thine, 
so that He may do thy will as If it 
were His." 

HOW MAY WE FIND GODS 
WILL? When Saul of Tarsus, ly 
ing prostrate on the road to Dam- 
ascus asked the question, "What 
wilt Thou have me to do, Lord?", 
the Master replied, "Go into the 
city, and it shall be told thee what 
thou must do." Saul obeyed. His 
lost sight was restored. . He 
preached at Damascus, and then 
at Jerusalem. Then he went to 
carry th» "Good news" to the Gen- 
tiles. He tried to go east, but God 
put up a barrier. So he turned 
north, but God stopped him again. 
Then he turned west, and that was 
where God wanted him. He found 
God's Will In ACTION as he went 
forward In service. 

God will lead us from one duty 
to another. Did you ever row a 



boat, or run an out-board motor- 
boat? Ii so, you will know thai 
wheu the boat is standing still, it 
is almost impossible to turn or 
steer it. But when it is moving 
quickly through the water, a dip ol 
the oar, or a turn of the rurfder 
sends the boat in the desired direc- 
tion. Thus God can turn, steer or 
direct His servants when they are 
on the move, but not so easily 
when iliey are standing still. 

God will lead us through His 
Book. But remember— ACT ION— 
we must be reading it. He will 
speak to us as we pray. But again 
action! We must be praying. He 
will lead us through the advise of 
friends. tint action is still the 
key-note; we must be seeking. Or 
He will show us His Will through 
daily circumstances and events, 
but only as we are working at the 
task He has given us for the pre- 
sent. 

"I worship thee, sweet Will of God, 

And all thy ways adore; 

And every day I live, 

1 seem to love thee more and 



more. 



■I 



"111 that God blesses is our good, 

And uublest good is ill; 

And all is right that seems most 

! wrong. 
If it be His sweet Will." 

Excerpts from the pastor's ser- 
mon of last Sunday evening at the 
Christian Church. 

i ARTHUR GHICJOU. 



Sir William 'Mulock has offered 
to contribute $3,000 towards mak- 
ing Yonge Street in the town limits 
of Aurora a first-class roadway, or 
as good as that planned by the 
"Good Roads Commission." 

J* 

Messrs. A. B. and J. E. Willis 
and Mrs. H. D. Burns of Toronto, 
Spent Sunday with their parents, 
Mr. and Mrs. R. J. Willis. 

& 

The mualcale entertainment on 
Monday evening at the residence 
of Mr. L. G. Jackson, under the 
auspices of the Epworth League, 
was most enjoyable. 

J* 

The home of Mr. R. J. Willis 
was the scene of a very happy 
event wheu the family gathered on 
Sunday, January 14th, to celebrate 
the 21st birthday of J. Edgar Wil- 
lis. 

St. John's Church Choir held 
their annual At Home in the Town 
Hall on Wednesday evening. 

<* 

The Y.F.C.A. of the Friends 
Church spent a pleasant social 
evening on Friday at the home of 
Mr. J. G. Lewis, west of Yonge St. 
Two large sleighs supplied by Mr. 
A. E. Widdifleld. conveyed about 
thirty young people from New- 
market, several of whom were 
from the College. 

& 
Marriages 

CARLEY-BRILLINGER— Al SI. 

Paul's Methodist Church. Avenue 
Road, Toronto, on January 10th, 
1912, by the Rev. J. A. Rankin. D. 
D., Mr. William H. Car ley to Mrs. 
Nancy A. Brillinger, both of New- 
market. 

i & 

MOULDS-YOUNG — In Toronto, 
on January 10th, 1012, by the Rev. 
J. A. Rankin, Mr. W. H. Moulds to 
Mrs. Lavina Young of Newmarket. 
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usiness - Professional 

Directory 
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AUCTIONEERS 



F. N. SMITH 

_ - ■ § 

Licenced Auctioneer for the 
County of York 

\* 

All sales promptly attended to. 

Charges Moderate 
iNo,th!ng too great; 

. ^Nothing too small. 
Phone 187J - NEWMARKET 



GORDON PHILLIPS 

LICENSED AUCTIONEER 

County of York 

i* 

Prompt Attention to all Kinds 

of Sales 

AURORA — ONTARIO 

Phone 363 




H. D. McEACHERN 

representing 

THE MUTUAL LIFE 

OF CANADA 

aUo 
AUTOMOBILE - FIRE AND 

CASUALTY INSURANCE 

61 Gorham Street Phone 524 

Newmarket 
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From The Express-Herald of 
January 12, 1917. 



Pa^g Ago 




Frank Peppiatt. former Newmar- 
ket boy, has taken the agency for 
Pontine and Duick cars for this 
district. 

— — 

Major Arthur Ashby and wife 
are aboard the West African 
Line's damaged freighter, West 
Kebar, on the Atlantic ocean. 



> 



One of the ex-American destroy- 
ers sold to (Britain, has been re- 
named the "Newmarket." 



Mrs. David Lloyd, former New- 
market lady, passed away recently 
In Toronto in her Jj-Hh year. 



Resident of Newmarket for the 
past 32 years, John Stufr'Ies died on 
January X. 



Mrs. Richard Shaw, esteemed re- 
sident of Sharon, died on Saturday 
in her 84th year. 



George Reddltt of Millard Ave. 
passed away Wednesday, January 
15, in his 85th year. 

A fire marshal inquiry into the 
Beeton Hotel case opened in tho 
local council chambers Friday. 



Capt. Aubrey Davis of the 220th. 
was home for the week-end. 

V* 

11. W. Rye of Keswick, has re- 
turned from the Front, invalided 
home. 

Mr. Cumberland of the Rank of 
Montreal, spent the week-end in 
Toronto. 

Mrs. Bastedo entertained at the 
tea hour in honour of her daughter- 
in-law, Mrs. Cecil Bastedo, on 
Thursday afternoon. 

o« 

Very general is the sympathy 
extended to Mr. and Mrs. T. C. 
Watson in the loss last week of 
their little daughter. Enore Louise. 

& 

Mr. and Mrs. W. C. Widdi/leld, 
Dr. and Mrs. Wesley have left for 
a two weeks' trip to New York. 
Washington and other Eastern 
American cities. 

Mra. C. <Rvos received from her 
son, Pte. Alex. Eves, last week a 
souvenir in the form of a handker- 
chief, worked in all the fla^s of 
the Allies, and in the centre there 
is a Maple I^eaf. with the words. 
"The Maple Leaf Forever." 

The Town Council met on Mon- 
day evening with the following 
members present: 

Mayor — W. II. Eves; Reeve— 
William Keith; Deputy-Reeve— P. 
W. Pearson ; Councillors — O. A. 
Binns, O. E. Tench, Fred Doyle, 
Wilmot Lundy. William Colling- 
wood, Fred Lundy. 

Mr. and Mrs. J. A. M. Armstrong 
and family are moving to town for 
the winter months and have rented 
Dauford Roche's house. i 

Charles Case, a resident of Whit- 
Church Township, met death under 
tragic circumstances In Aurora on 
Saturd.O afternoon, when he fell 
off a load of hay. He leaves a wife 
and six children. 

Alex. C. Price of Banie, 1b the 
new Bell Telephone manager here. 




W. J'ELLEY 



Plumbing & Heating 



DAX AND NIGHT SERVICE 



Nights, Sundays and Holidays 

caU 442. 

Phone 28. 

AT MACNAB HARDWARE 
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GEER& 




LOCAL AND LONG 
DISTANCE MOVING 

General Cartage 

I 

COAL, C©& 

and WOOD, 

Reasonably Low Priced 





TRY 



R. Osborne & Son 



FOR 



Plumbing 
Tinsmithing 

AND 

Furnace Worl 



i 



3 OF OUR SPECIALTIES 



Job Work promptly attended 

to 

GTOVEfl & TiNWAKB 
PHONO G7 





Imperial Bank of Canada welcomes 
applications for loans for business 
purposes. If you have a sound 
proposal, v/e v/ill be glad to con- 
sider it and advance necessary 
assistance upon satisfactory terms. 

Our nearest local manager will be 
pleased to meet you and discuss 
details. 






41 TOPS IN SCIENCE 

AS PICKED BY EXPERT 



230 



IMPERIAL BANK 

OF CANADA 

Head Office: Toronto 

BRANCHES THROUGHOUT CANADA 



• Ton big .science stories and ac- 
hievements of 1941. selected by 
Watson DavlB, director of Science 
Service, are: 

The radio locator of attacking 
airplanes developed and put Into 
war us©. 

The enrichment of white flour 
and -bread with vitamins and min- 
erals. ' 

The "cure" of grey hair In hu- 
mans by dally doses of one of tho 
S3 vitamins, paraamlnobenzolc ac- 
id. 

The great aurora of Sept. 18. 

'Die production of more and 
larger airplanes for war use. 

The development of sulfadiazine 
spray treatment of burns. 

Evidence that fowls constitute a 
reservoir for encephalitis or sleep- 
ing sickness and that mosquitoes 
carry tho virus. 

Evidence that infantile, paraly- 
sis may be 'spread by flies. 

Production of magnesium for 
airplanes by "mining'' sea wator. 

Development and construction 
of a new type of cargo ship. Sea 
Otter II., welded and powered with 
auto engines. 
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the VARirry of 

DESIGNS 

Va our collection of MONU- 
MENTS Is such that we can 
meet almost any require- 
ment both as to kind and 
eoat. We also make me- 
morials to order ol every 
description. You'll And our 
work excellent always and 
our service prompt and 
reasonably priced. 



O.W.LUESBV 

MAIN ST., NBWMARXE'je. 




FERRIN'S FLOWER 

SHOP 

FLOWERS FOR EVER* 
OCCASION 

Member Florist Telegraph De- 
livery Association 
Flowers wired to all parts of the 

World 

FUNERAL FLOWERS 
A Specialty 

118 Main Street Newmarket 

Phone 135w- 



LAi. 




• 




Roadhouse & Rose 

Funeral 

Directors 

Main St, Newmarket 
Phone 70. 




A Mystery 

"How do you sell this Hit burg- 
er?" 
"I often wonder myself, ma'am." 
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DR. S. J. BOYD 

Graduate In Medicine of Toron- 
to University, also' Licentiate of 
the Royal College of Physicians 
and a membep of the Royal Col- 
lege of Surgeons of England., 
Former clinical assistant In 
Moorefield's Eye Hospital, anck 
University College, Ear, Nose 
and Throat Hospital, London 
England. 

Eyes Tested, Glasses Supplied 

Telephone 110 

Hours: &-10; 4-6; 7-9 



DR. L. W. DALES 

Surgeon and Obstetrican 
Suregon and Obstetrician 

Coroner for County of York 

Main St. • Newmarket 

Phone 199 



DR. J. H. WESLEY 

Main St - Newmarket 

Coroner 

Radiologist for York County 

Hospital 

\* 

Office Hours 10-12 a.m. 

4-8 p.m. 

Sundays by Appointment 



DENTAL 



DR. R. L. HEWITT 

Dentist 

McCauiey Block, opposite 
Post Office 

Evenings by Appointment 
PHONE 269W 



DR. W. O. NOBLE 

DENTIST 
Over Imperial Bank 

-Office Phone 47W 
Residence 47J 

X-RAY 
Evenings byVAppointinent 



32^ 



LEGAL 



ARLEIGH 
ARMSTRONG 

Barrister, Solicitor, Notary 
Public, Etc. 

ARMSTRONG BLOCK 

Phone 585 - Newmarket 



KENNETH M. R. 
STIVER. B.A. 

Barrister, Solicitor, Notary 
Public, Etc. 

S 

Bank of Toronto Building 
Botsford St. - Newmarket 



A. M. MILLS 

Barrister, Solicitor and 
Notary Public 

51 Main St. 
Phone 461 - Newmarket 



MATHEWS, LYONS 
8 VALE 

Barristers, Solicitors, Notaries 

Solicitors for 

Town of Newmarket 

Township of East Gwlllimbury 

Bank of Toronto 

Office: 100 Main St. 

N. L. Mathews, K.C. 
B. E. Lyons, B.A. 
• Joseph Vale 
Phone 120 t Newmarket 



VIOLET ROBINSON 
MacNAUGHTON 

Notary Public 

Imperial Pank Building 
Newmarket - Ontario 



INSURANCE 



J. L. R. BELL 

* 

Insurance 
Agent for 

ACCIDENT, SICKNESS-, 

BURGLARY, AUTO, 

FIRE, ETC. 

Bank of Toronto Bldg. 
Phone 358 • Newmarket 
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Mon.> Wed; 




•aturday Aftern@oa 






Adults 25c ehikSmei lie 

Children: Saturday After nden 10c 



• ■** 



TANLEV SMITH, Manager 



CUBS AND SCOUTS ATTEND 
CHURCH PARADE 

Some forty Cubs and Scouts of 
tho 2nd Newmarket attended a 
church parade to the United 
Church in Aurora last Sunday. 

The service was to commemor- 
ate the de-ath of "The Chief of 
Scouts, Lord Baden-Powell." It is 
just one year since his death. Rev. 
Hicks delivered a most inspiring 
sermon to the Cubs and Scouts. 

Those taking part in the service 
were Assist. Dist. Comm. Edmunds, 
Field Soc'y Jones, and Scoutmast- 
er Gunton of Aurora. 

The Cubs and Scouts would like 
to thank the following men for tak- 
ing their cars: Messrs. G. D. Bend- 
er, tM. Cockburn, R. D. Brown, S. 

J. Marwood. 



CHICKEN PATTIE TEA 

On Thursday afternoon, Jan. 22, 
from three to six. the Ladies' Aid 
of St. Paul's Church are serving 
one of their famous Chicken Patty 
Teas' in the Memorial Hall. The 
menu provides a delicious tea. so 
come and bring your friends. 
Price 25c. 



FORMER NEWMARKET BOY IS 
DOCTOR IN BRITISH ARMY 

Many Newmarket residents will 
remember Andy Cullen. brother of 
Jim Cullen. who for years operated 
a cleaning and pressing business 
in the market building, and who 
some years ago went back to Ire- 
land with his small son. when his 
■wife, Florence McTagne died. The 
son has now reached manhood. 

and upon graduating in medicine, 
joined the British army. 



VELMA WIDDIFIELD . 

MISSION CIRCLE 
The Velma Widdiheld Mission 
Circle will meet on Friday evening 
January 16. at S p.m.. at the home 
of -Mrs. J. A. Mai Hand, C9 Botsford 
Street. 



LOCAL MARKET 

Butter, lb 37c, 3Sc 

Eggs, doz 2Sc, 30c, 32c 

Thickens, lb 23c. 26c 

BREAKS NOSE ON POND 

Catching his foot in a crack in 
the ice on the pond Sunday. Tony 
Tirnelini of town fell, breaking his 
nose. 



"CHICK" WEBSTER AT LOCAL 

CAMP 
Jack "Chick' 1 Webster of the St. 
Catharines senior club, team-mate 
and room-mate of Hughie Mair. 
arrived at the local military camp 
this week. It is doubtful however, 
if "Chick" will perform for the 
camp, as St. Kitts are more than 
anxious to keep him available for 
the senior- play-offs. 

"Chick." who is a grandson of 

Mr. and Mrs. Fred Webster of 
Glenville, is the third member of 
his family in uniform, his father. 
Vance, being a radio technician 
with the air force, and a brother. 
(Jack, a sergt. pilot. 




Two Shows — 7.30 - 9.30 D.S.T. 
Management — Wilson Hobberlln 

THUR.rFRL.-SAT. - JAN. 15-17 

A rhythm jammed jamboree of 
song, dance and fun! 

•TIME OUT FOR RHYTHM" 

with 

Three Stooges - Rosemary Lane 

Rudy Vallee and 

Glen Grays Orchestra 

Also 

"ACROSS THE SIERRAS 1 " 

with 
Bill Elliot - Luana Walters 

MQN./rUE.,-WED. - JAN. 19-21 

He takes the 'nay* out of hay- 
fever and snuffs the flame! 

-THEY MET IN BOMBAY" 
j with 

Clark Gable - Rosalind Russell 

Also 
"A DOOR WILL OPEN" 
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THORA REBEKAH LODGE HEAR 

FROM SOLDIER THEY 

BEFRIENDED 

The following is a letter from a 
soldier boy in England, a chum of 
Pte. Art Brymer. who did not have 
any close friends to look after him 
so was adopted by Thora Rebekah 
Lodge who send him parcels. 

Dec. 14, 1911. 

England. 
Mrs. Boyd, 
Secretary. 
Thora Rebekah Lodge. 
Dear Mrs. Boyd. 

Many thanks for your very nice 
parcel. It is the best parcel ( have 
ever received from anyone. Yon 
seem to know just what a soldier 
requires. Everything was swell. 

We are' having a rather damp 
time at present. It never ceases to 
rain. I would certainly like to see 
some snow for a change, but in 
England rain and fog seem to foe 
in vogue,; at least during the 
winter. ! 

It is possible that this Japanese 
affair may; give us a chance to do 
something. I hope it does, or else 
we will be too lazy to move if we 
don't get into action soon. 

I see Art Brymer and Fred Evans 
quite ofteii. They are quite well 
and still full of pep. 

Will yon extend my best wishes 
and sincere thanks to your fellow 
workers. '■ 

Merry Xmas and Happy New 
Year. ; 

Gratefully yours, 

Phillip Ward 
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Using specially designed equip- 
ment, sponge divers cau work at 
150-foot depths for an hour or so. 





eOX OFFICE OPENS 6.15 P.M. DAILY, 1.45 P.M. SATURDAY 



I — LAST TIMES TO-DAY — 

v/UX\ Wlrp Ellen Drew - Ruth Hussey - Melvyn Douglas 

"NIGHT OF JANUARY 16" starring Robert Preston - Ellen Drew 



FRIDAY AND SATURDAY 



KOV/ SHE'S OH THE SCRtEH! 




SONG- STUDDED ACTIONI 

STARRETT » i 



A Cdwnbla Pitfur* 



tutlipltll CoiUIWj unfit fryliuKiiWttf 

i 

"IRON CLAW," CHAP. 12 








CARTOON - LATEST NEWS 



MONDAY AND TUESDAY 



WEDNESDAY AND THURSDAY 



LOVE IS HERE 

TO STAY! 




DURBIN - LRIIGHTOH 

' w -ROBERT CUMMIMGS 




A Htnry AfesfeS P/cs/Octron 



Added Attraction 



See Him %w fling* Arou/id A'Mwid«.*ingl 



WOt-tml 




Tit 9 Mercury Actors 
Joseph CoUeo Dorolhy Csr.iin-j^rq 

Kuy Collins Ge^rgo Coulouru 

A'jf.vj Moorohoud 



Added Hit 




Added Short 8ubject — Cliff 
Edward's Orchestra 



ST. PAUL'S LADIES' AID ELECT 

OFFICERS 

The annual meeting and election 
of officers of St. Paul's Ladies' Aid 
was held at the home of Mrs. F. H. 
Hewson. Huron St.. on Monday af- 
ternoon. Jan. 12. Satisfactory re- 
ports were read and lunch was 
served. 

Officers for 19-J2: Pies.. Mrs. J. 
Nesbitt; it vice. Mrs. Spence: 2nd 
vice. Mrs. Clarke: treas., Mrs. Bos- 
worth; sec'v, Mrs. T. ;H. Hill; 
penny boxes. Mrs. Clarke; mag- 
azine con.. Mrs. Otton; executive. 
Mrs. Hewson. Mrs. King. Mrs. 
'Bacon, Mrs. Little. Mrs. Stallard, 
Mrs. Kiddeli. Mrs. Marwood, Mrs. 
Relusiu. 



CHRISTIAN CHURCH SR. LAD- 
IES' AID AND MISSION- 
ARY society! 

The regular monthly meeting of 
the Senior Ladies* Aid and Mis- 
sionary Society of the Christian 
Church will be held at the Irome of 
Mrs. James Bond. Queen Street 
west, on Thursday afternoon, Jan. 
22, at 2.30 p.m. 



FEDERATION OF AGRICULT- 
URE TO HEAR MISS 
AGNES McPHAIL 

Encouraged by the very splendid 
meeting at Newmarket in Decem- 
ber, which was addressed by Col. 
Geo. A. Drew, the York Count) 
Federation of Agriculture has ar- 
ranged to hold a meeting in Mark- 
ham Town Hall on Friday of this 
week, Jan. IB. when the guest 
speaker will be Miss Agnes Mc- 
Phail, former Federal member for 
Cray County. Miss MePhail has 
always been a champion of the 
cause of the farmer. ! 

The Federation through its affil- 
iation of the various agricultural 
organizations and rural munici- 
palities of the county makes ever> 
farmer automatically a member, 
and all are invited to attend this 
meeting to which there; is no ad- 
mission charge. A collection will 
be taken up for Bomh and War 
Victims' Funds. At the Xewmar- 
kef meeting ?T>1 was taken in. with 
-525.50 being sent to each of the 
funds sponsored by the Toronto 
Star and Evening Telegram. 

There will be an orchestra In at- 

I 

tendance and the meeting will be- 
gin at 8 p.m. standard time. 



TRINITY EVENING AUXILIARY 

OF W.M.S. HOLD FIRST 

MEETING 

Trinity United Church Evening 
Auxiliary of the W.M.S. held its 
first meeting of the year on Tues- 



SIXTY DAY SENT- 
ENCE FOR ATTEMP- 
TED THEFT 

(Continued from Page l t Col. 1). 
days myself. You havo been in the 
army less than nine months and 
have spent two months of that 
time in jail. However, as far as 
this affair is concerned I am in- 
clined to think it was attempted 
theft rather than theft. I am going 
to reduce this charge to attempted 
theft." 

"It is the first time I ever tried 
to steal a car in my life and I'm 
forty-one years old," continued 
Young. 

"You were bound to come to it," 
said Magistrate Woodliffe. "You 
have a terrible record of theft 
from 1918 to '41." 

Leslie Sedore of Holland Land- 
ing was convicted on a charge or 
careless driving and fined $20 and 
costs or twenty days in jail. In ad- 
dition a recommendation was made 
that his license to drive" be can- 
celled for a period of at least three 
months. A charge of dangerous 
driving was withdrawn. 

"On December 23rd. at 10.45 
p.m., I was in the bedroom above 
the store right over the gasoline 
tank when I heard a crash." testi- 
fied Elden Goodwin of Holland 
Landing. "I looked out of the win- 
dow and saw a coupe go over the 
hill without any lights on. I went 
downstairs and fonttd that the gas- 
oline tank had been smashed, so 
sent for Constable Watt, who ar- 
rived ten or fifteen minutes later. 
We followed tracks up over the 

hill to Sedore's and found his car 
in the yard with red paint on the 
right front bumper. Constable 
Watt pounded on the door and 
couldn't get an answer and finally 
forced his way in. Leslie Sedore 
was in bed and supposed to be a 
sleep. Watt asked if he knew any- 
thing about the accident and he 
said he didn't, but later admitted 
hitting the tank and would settle 
for the costs. It will cost about $73 
to replace the tank." 

**Ou investigation I found marks 
leading down the hill across thp 
road to the tank, then slew marks 
to the south of the pump and up 
over the hill," testified Constable 
Watt. "I followed tracks to the 
residence of accused and found a 
"31 coupe sitting iti the yard. At 
first Sedore didn't know anything 
about it and later admitted it when 
lie came outside of the house. He 
had the smell of beer on his breath 
but was not intoxicated. He was 
able to talk and stand alright. He 
admitted having a few beers at the 
hotel at Bradford and had left his 
friend off at the. top of the hill 
and was going down to. the bottom 
of the hill to turn around. It had 
been raining that evening." 

"I was going down the hill and 
was going to put on the brakes 
when (he left brake took hold too 
fast and threw me into the pump," 
testified accused, who lives with 
Ills widowed mother and cuts wood 
for a living J 

H. Towusley of Kast (Jwillim- 
bury. charged by Constable Watt 
with selling liquor, was remanded 
one. week. 

Jloyt Hay) iff e of London, charged 
with leaving the scene of an acci 
dent and careless driving, was re- 
manded one week. 

Howard Lyons of Sutton West, 
charged by Con. W. R. Hill with 
dangerous driving and carelcsu 
driving, was remanded one week. 

Charges of careless driving and 
driving \vith • license suspended 
against Lowell Widdifield of Ced-.ii 
Valley were adjourned one week 
for judgment. 

As Michael ForhaiV, a witness In 



BOARD OF HEALTH 



At the present time there are 
several cases of Scarlet Fever in 
town and parents are asked to 
keep a careful watch of any mild 
sickness their children may have. 
John may get up in) the morning 
with a headache or a sick stomaclr 
and, because he may' riot feel like 
going to school, he is : excused from 
going. He may have a slight fever 
or the little fever may pass un 
noticed and he may; even develop 
a little -fine red rash on his chest, 
which may pass unnoticed, and 
because he feels all right the next 
day, he is hustled of? to school. 
The mother thinks he ts not sick 
enough to call the doctor and never 
realizes how often such a condition 

■ 

may mark the course of a mild 
case "of Scarlet Fever and, as a 1 
matter of fact, It is usual that one 
or more such cases that slip by un- 
noticed, are the forerunner of a 
real epidemic of the disease. 1 

As so many houses in town now 
house two families, . extreme care 
Is required in the j prevention of 
communicable diseases. A short 
time ago the following happened 
in town. The doctor was called to 
see a child in a family and very 
promptly called it Scarlet Fevei 
and had the family quarantined 
and the house placarded according 
to the Regulations for the Preven- 
tion of Communicable Diseases. 
He then proceeded to find where 
this child had contracted Scarlet 
Fever and he found, there was an- 
other family with two small girls 
living upstairs in the same house. 
On making enquiry from the 

mother of the children upstairs, he 
found they had been sick with a 
slight fever and a rash. They did 
not seem very sick laud no doctor 
was called and the I children were 
back at school in a few days. So it. 
would look as though the disease 
which must have been Scarlet 
Fever had its commencement up- 
stairs and was carried to the lit- 
tle girl downstairs. 
As this Is a very 
disease, the house of the sick one 
is placarded and the child quaran- 
tined for 28 days. All children in 
the house are likewise quarantined 
for ten days. I j 

Last summer there were about 
500 school and preschool children 
toxoided against Scarlet Fever and 
those who were fortunate in taking 
this course of treatments need 
have no fear In taking the disease, 
as. the toxoiding is a pretty sure 
preventative. 

As the disease is 
all parents who have children not 
toxoided against Scarlet Fever are 
advised to take them to their fam- 
ily doctor and have them done 
without any delay.! The course 



WARTIME WAGE CONTROL 
INSTRUCTIONS 



The National War Labour Board 
has Issued Instructions to Can 
adian employers and employees in 
regard to the Wartime Wages and 
Cost of Living Bonus Order (P.C. 
S253). 

Aa detailed in the advertisement 
appearing elsewhere in this Issue, 
these Instructions define what are 
national industries falling within 
the scope of the (National War La- 
bour (Board at Ottawa, and those 
that come within the jurisdiction 
of provincial, or (Regional War la- 
bour BoardB. J 

Since wage control, together 
with price control, have "become 
integral parts of Canada's wartime 
design for living, the National War 
Labour Board has considered it 
necessary to demarcate, for the 
purposes of the administration ol 
the Order, the respective jurisdic- 
tions of the National and Regional 
Boards. j 

In general. National employers 

are designated as those whose 

operations — such as transportation 

and public utilities, etc.— are inter- 
provincial in character, of those 
whose industrial activities— partic- 
ularly mining and shipbuilding — 
are closely related to the national 




•THE PUREST FO*K\ IN WHICH 
TQ9ACCO CAN IE SMOKED." 



war effort as a whole. 

Regional employers are consid- 
ered those in which the operations 
of the Industry or business Is 
definitely within provincial or mun- 
icipal boundaries. In this category 
fall most war production plants, all 
sections of retail and wholesale 
trade, and services, etc. | 

Employers and employees in tho 
national field should address their 
communications to the Secretary, 
the National War Labour Board, 
Ottawa, while those in the Region- 
al category should address them- 
selves to the Regional War Labour 
Board in care of their respective 
provincial governments. 

Interpretative Rulings on tho 
Order have been Issued In bulletin 

r 

form, and these may he obtained 

on application to any Regional 
War Labour Board. 



Like children sucking a thumb, 
infant baboons suck a thumb or 
toe. 
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8 P.M., S.T . 
SPEAKER 




AGNES 




aroui 



d again, 



This is the second in a series of public rallies 
being held by the Federation throughout 

the County 



ORCHESTRA 



No Admission Collection for War Victims 



incuts at week- 
s harmless and 



consists of five trea 
!y intervals, and it 

almost a sure preventative. The 
health of your children is more 
important that their education, and 
what right have you to expose 
your neighbors children' to some- 
thing you might have prevented? 
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7.30 and 9.30 p.m. - Daylight Saving Time 



ANNUAL MEETING OF RED 
CROSS FRIDAY AFTERNOON 



- 



ng oC the Xew- 
the Red Cross 



The annual meet 
market branch of 
will be held in the town hall on 
Friday afternoon. j|m. 1G. at 3 p.m. 

A large attendance of all inter- 
ested persons is urged for the pur- 
pose of receiving reports and elec- 
tion of officers for 

Membership fees 
cd by the treasure)'. 



11142. 

will be reeeiv- 



day evening, January i!3, in the 

schoolroom. The thciin* of the | »« «"•> *f« unable to be present 

devotional part of the program 00b week, he gave his evidence 



was "Tho Faith R>* JVfeteh We 
Live/' and this was taken by Mrs. 
I'urdy and Mrs. Luesby, during 
vvhich time Mrs. R, D. BrOWII sang 
the solo part of the hymn. Miss 
Dorothy Pipher also sang a solo, 
after which Mrs. (Dr.): Case, thtt 
president, took charge of the 
business. 




NOTICE TO ALL SKIERS 

1 

For the past three j years the 
Newmarket Ski Club I lias been 
striving to create a Skiing place 
where only the best of [hills, trails 
and runs would attract all Inter- 
ested in this grand '■. out-of-door 
sport. For this they have leased 
Fred Smith's farm. Just south of 
i he town line on the 2nd of King. 
Merc every type of skiing country 
can be found, from the open hills 
mid fields to winding' trails ' cut 
through tho bush. J | 

The club is anxious to create the 

spirit of skiing and to Welcome all 
skiers to Join the club and enjoy 
this grand sport. The fees are $2 
for senior members, ?1 for high 
school students and 50c for public 
school. Each Saturday and Sun- 
day a truck leaves Ge v r & Byers, 
on Saturday at two o'clock, and on 
Sunday at 1.30 o'clock. A small 
fee of 15c for senior members, aud 
10c for children Is charged for re'- 
turn fare to and from the club. 

The club is trying to arrange to 
have an instructor every Saturday 
and Sunday to assist those learning 
to ski. Aubroy Marshall, Helen 
Rose, Vernon Thompson, Cliff Bell 
and Robert Brooks are In charge 
of membership. Don't delay — Join 
now and enjoy your skiing at the 
Newmarket Ski Club j 



SCOUT NOTICE 

The Scout nuotiug p as ujqml 
on Friday evening at 7.30. The 
hockey teams will be 'picked. Of 
course, as wars told last meeting. 
no Scout can play on Saturday If 
he did not attend tho church par- 
ado in Aurora on Sunday, ftvery 
Scout wear full uniform and bo on 
timo. 
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last Tuesday; 

u l was a passenger in the car 
driven by accused on December 21 
last/' stated witness. "Wo bad 
been to Aurora and were coming 
Into Newmarket by Eagle Street 
about 4,30 Sunday morning. Our 
car stopped coming up Vonge 
Street and another car gave lis a 
push. Our lights were so bad we 
were trying to follow this other 
car. The road was slippery. 
There was a blow out in the tires 
and it threw us off the road. I 
don't remember knocking off the 
telephone pole at all. I felt a Jolt 
In the car and didn't know exactly 
what it was." 

"I Investigated this accident, the 
following afternoon," testified Con- 
stable Watt. "The front of the 
car was all smashed In, the two 
front tlrCK blown out, and a hydro 
pole knocked down. The car had 
finally stopped by hitting a tree. 
I questioned accused and he said 
ho had had trouble coming up 
Vonge Street, had stopped south 
of the stop light and someone gave 
him a push. Ills lights were bad 
and he followed this car's tail 
light at between forty to forty-live 
miles an hour In order to generate 
moro electricity and give him 
more light. He didn't mention a 
blowout." 

"I could feci my left tire pulling 
and didn't know exactly what It 
was." said accused, "f was pulling 
over the other way and the first 
thing I knew It was over on the 
other side of the road." 

"You shouldn't have boon driv- 
ing this car without any lights, 
particularly at that speed," re- 
marked His Worship. 

Crown Attorney Mathews pro- 
duced a certificate from the regist- 
rar of motor vehicles dated Decem- 
ber 18, 1939, showing that accused 
was convicted in Toronto by 
Magistrate Browne of driving a 
car while Intoxicated and sent- 
enced to seven days Imprisonmont. 
On January 9. 1910, his license to 
drive was suspended for an indef- 
inite period. 



.\ 



ANNUAL MEETING OF NEW 

MARKET CEMETERY 

COMPANY 

The annual meeting of the lot 
owners of the Newmarket Ceme- 
tery Company will be held In the 
office of the Department of Agri- 
culture over ttellfs Drug Store, 
Newmarket, on Monday, January 
19, 1912. at 8 p.m. for tho election 
of officers and tra inaction of gen- 
eral business. f 

W. L. BOSWORfTH, President 
W. O. CARRUTHERS, Sec.-Treas. 

2w2 



TO-DAY — THURSDAY 
Joan Blondell • Roland Young - Rochester 



It 



TOiWft RETURN 



// 



FRIDAY AND SATURDAY 



JANUARY 16-17 



// 



Dorothy Lamour - Jon Hall - Lynn Overman 

ALOMA OF THE SOUTH 

| AND 

East Side Kids in 



// 



// 



OWERY BLITZICL'lEIG 



// 



MONDAY AND TUESDAY — 

George Formby 

SB 



JANUARY 19-20 



WEDNESDAY AND THURSDAY — JANUARY 21-£2 

Ann Sothern - George Murphy - Robert Sterling 



* jT* »^. 
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against the unBritish Post Office ban on the North Toronto Bible House 

MECHANICS HALL 






8 P.M., D.S.T. 

Auspices CANADIAN PROTESTANT LEAGUE 

SPEAKERS: 
DR. T. T. SHIELDS '. ] REV. E. J. TAYLOR 

REV. T. CHRISTIE INNES ' (Proprietor North Toronto Bible 
LESLIE H. SAUNDERS ■ 



House) 



• 



British citizens, jealous of their civil and religious liberty ought to pro- 
test vigorously the Postmaster-General's unjust and indefensible treatment of 
a war veteran — clergyman at the behest of the Roman Catholic Church. 

. ; I L . : !'" ■ ' 

While itsel f fighting for freed om, Canad a must not a ll ow t he Gestapo to 

i deprive loyal citizens of their liberty* 



- 
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THE EXPRESS-HERALD, NEWMARKET, ONT. THURSDAY, JANUARY 15, 1942. 





Church 
Services 



mgs 



. CONGREGATIONAL- 
CHRISTIAN CHURCH 

Pastor, Rev. A. Greer 
STOJDAY, JANUARY 18, 1942 
11 a.m.— First Sermon on "THE 
LORD'S PRAYER" 



- - 

7 p.m 



-"THE GOOD SHEP- 



HERD." This sermon will be 

illustrated by lantern slides of 

rare, artistic beauty. Pastor's 

• solo, also Illustrated— "The 

Ninety and Nine." 
: If you do not attend evening ser- 
vice anywhere, come and worship 
with us. 



TRINITY UNITED CHURCH 
Preacher, Dr. Arthur E. Runnells 
SUNDAY. 'JAN. IS 
11 a.m— "SAINTS IN CAESAR'S 
HOUSEHOLD" 
7 p . m ._-.'THE SACRED NAME" 
Fine music at both services. Fire- 
side Hour conducted by the Sunday 
School. Soldiers and visitors 
heartily welcome. 



ST. ANDREW'S 
PRESBYTERIAN CHURCH 

Minister, Rev. Joseph Koffend 
SUNDAY. JAN. IS, 1942 
11 a.m. — Regular Worship 
2.30 p.m.— Sunday School and Bible 
Class 

7 p.m.- "PROPHECY" 

concerningthe Jews. 



IN MEMOR1AM 

TOOLE — In loving memory of 

our sister. Lettie Toole, who de 

parted this life on Jan. 14th. 1935. 

Four years have passed since that 

sad day. 
When one we loved was called 

away; ! 
God took her home, it was His 

will, j 
Within our hearts Fhe liveth slill. 

— Sisters and Brother. 



IN MEMORIAM 
RUNDLE — In memory of our he 
loved parents. Albert G. Rundle, 
(Aug. 8, 1932), and Jenny Rundle 
(January 13, .1940), of Crofton 
Park. London, England. Their 
home in Crofton Park, and their 
resting-place. Lewisham Cemetery, 
have since been bombed, but they 
are safe' above in their Heavenly 

Father's keeping. 

Never forgotten by their child- 
ren. I-eslie Rundle and Mrs. Percy 
Gray, Marmora; and Mrs. Charles 
Hays, Newmarket. 



RUTH WILLIAMSON IS BRIDE 
OF ROBERT D. McEWEN 

A pretty wedding was solemniz- 
ed at the home of the bride on 
Saturday afternoon, : January 10, 
1942, when Rev. J. A. Koffend 
united in marriage Ruth Elisabeth 
Williamson, daughter of Mr. E. P. 
Williamson and the late Mrs. Will- 
iamson, Newmarket, to Rphert D. 
McEwen, son of Mr. and Mrs. John 
McBwen of Roblin, Manitoba. Pink 
and white carnations and ferns de- 
corated the house, and pink and 
white roses on the tables. Miss 
Mary Williamson played the wed- 
ding music and Mrs. H. William- 
son, sister-in-law of the bride, sang 
"I Love You Truly" during the 
signing of the register. 

Given In marriage by her father, 
the bride wore a white chiffon 
dress with floor length veil, and 
carried a shower bouquet of roses, 
carnations and budley. Her sister. 
Miss Margaret Williamson, was 
bridesmaid, wearing pink chiffon 
with shoulder length pink tulle veil 
and carrying a bouquet of Johanna 
Hill roses. Mr. John Brooks of 
Alliston was best man. Little Miss 
Shirley Williamson, niece of the 
bride, was flower girl in blue chif- 
fon with a nosegay of roses, car- 
nations and mums. 

After the ceremony a reception 
was held with Mrs. Grant Cald- 
well,, sister of the bride, and Mrs. 
John McEwen receiving. The 
couple left on a motor trip and on 
their return will reside In Aylmer, 
Ontario. 

About 60 out-of-town guests were 
present including Mr. and Mrs. 
James Craig of Hamilton, Mr. and 
Mrs. II. Finnigan, Toronto; Mr. 
Dan Williamson, Mr. and Mrs. A. 
Atkinson and Mr. and Mrs. C. Ire- 
land of Aurora; Mr. W. Oliver of 
St. Catharines, Mr. and Mrs. L. 
Enge, Queensville, and Miss Amy 
Caldwell of Barrie, ' 



LIFE-LONG RESIDENT OF 

QUEENSVILLE, FRED 

ROGERS, DEAD 



MRS. JOSEPH H, COSFORD 
LAID TO REST 

In ill health since April, Mary 
Caroline Walker, wife of the late 
Joseph H. Cosford, passed away at 
her residence, Aurora, on Monday, 
January 12, in her 75th year. 

Born near Aurora, the daughter 
of the late Mr. and Mrs. George 
Walker, she had resided in the 
district all her life, her husband 
farming on Cosford Road for many 
years. A kindly woman and good 
neighbor, she is mourned by a wide 
circle of friends. i 

The funeral service on Wednes- 
day was conducted by the Rev. Mr. 
Hicks of Trinity United Church, 
assisted by Rev. Mr. White. Pall- 
bearers were Marshall Rank,' Clint 
Felker, Reg. Knowles, Lambert 
Wilson and George and Douglas 
Cosford. Interment took place at 
Aurora cemetery. 

Surviving are four sons, Harold 
of Senlac, Sask.; Fred of Saska- 
toon, George of Aurora and Doug- 
las of Toronto; a daughter, Mrs. 
Lambert Wilson (Laura) Aurora; 
two brothers, John Walker, Auro- 
ra, Ashton Walker of Winnipeg, 
and three sisters, Mrs. James 
Crookart, Aurora; Mrs. Robert 
Wilson, Weston, and Mrs. George 
Elles of Mount Dennis. 
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SUSAN MARY CLARKE 
charming daughter of Mr. and Mrs Orville Clarke of Timothy Street, 
and granddaughter of Mr. and Mrs. James Law, who celebrated hei 
second birthday on Saturday, January 10. — Photo by Budd 



Lundy's Ladies' Store is open ali 
day Wednesdays. 



i 
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Here's the way .... 
TO BEAUTY 

Phone 593 for an appointment 

at 
FRENCH'S BEAUTY PARLOR 

i 

Then come down and let us give 
you a permanent while you just 
ait and relax. Simple isn't it7 

NORA FRENCH 

BEAUTY PARLOR 
King George Hotel 

PHONE 593 ! 

Timothy at Main 



Mr. Fred Rogers, life-long citizen 
of Queensville, third son of the 
late Albert Rogers, born in the 
township of East Gwillimbury. 
March 19. 1S97, passed away at his 
farm residence, which adjoins the 
old homestead, on Tuesday even- 
ing, Jan. 13. after a lingering ill 
ness. 

Mr. Rogers, a staunch Liberal, 
took an active interest in public 
affairs and sports. Was for 33 
years trustee of the school board 
S.S. Xo. II, and for the last 16 
years secretary-treasurer. He was 
an ardent hockey and football fan 
and followed with interest the local 
sports. 

Mr. Rogers is survived by his 
wife, Mae Matilda Coats; two sons. 
Kenneth Frederick and Harold 
Merlyn, and nine daughters: Mrs. 
Fred Paul (Blanche Evelyn) Kes- 
wick; Mrs. Milt. Lepard (Bernice 
Irene), Queensville; Mrs. Allan 
Stentiford (Lorraine Olive) Shar- 
on; Mrs. Clifford Fairbam (Birdie 
Gertrude), Newmarket; Gwendol- 
yn Doris, Marion Mamie, Irma 
Agnes, Babe Ruth and Orlene Mar- 
garet at home, and one son Lome 
Albert, who predeceased him 12 
years ago. Two brothers, Walter 
of Toronto, and Albert of Queens- 
ville, and four sisters, Mrs. Joel 
Chappelle of Sutton West, Mrs. 
Sam King of Holt, Mrs. Oliver 
Blizzard of Maple Hill, and Mrs. 
David Wilson of Aurora. 

Funeral service will take place 
at Queensville Gospel Tabernacle 
Friday afternoon at 2.30 p.m. The 
local public school. S.S. No. 11. will 
remain closed on Friday in tribute 
to Mr. Rogers. 




FIRST SKI CASUALTY 

While out skiing with the New- 
market Ski Club over the weekend. 
George Phi mister fell injuring his 
left knee considerably, i 



L.A.C. Len Johnston of Kent. 
England, who is now stationed at 
Picton, Ontario, spent the weekend 
in town with Mr. and Mrs. George 

Smith. - 

• « • • | 

Mr. Albert Cockerill is a patient 

at York County Hospital. [ 

• • • • - 

Mrs- Ralph Ted ford of Montreal 
is visiting Mrs. Jack Holley of 
Weston. 

• * » # 

Mrs. Robert Bunn had the mis- 
fortune to fall and break her arm 
while visiting in Weston with her 
granddaughter. Mrs. Jack Holley. j 

• « 4 • 

t 

Leslie Boynton of Pleasant View 

Avenue, who -underwent a major 

operation last Friday, is making 

favorable progress at York Count.- 

Hospital. 

- 
Mr. and Mrs. Lawrence Taylor 

of Toronto, spent the week-end in 

town and attended the Red Cross 

dance Friday evening. 

• • • • 

Pie. Reg. Cumber was home 

from Barryfield for the weekend. 

• ♦ • • 

Mr. Hugh Marsh of Francis. 

Sask., is home for a few weeks. 

• • • • 

Miss Margaret Smith, young 
daughter of Mr. and Mrs. Max 
Smith, is a patient at the Toronto 
General Hospital. 

• • • • 

Mrs. Garnet Webster returned to 
her home on Sunday after being in 
Toronto all last week taking treat- 
ments for injuries received in a 
motor accident last fall. Mrs. 

Webster is now able to be tip and 
feels that now she Is well on the 
way to recovery. • 

• • • • 

Mrs. Robt. Pinder left for her 
home at Xewtonbrook today aftei 
spending a week with her sister, 
Mrs. Boyd, Millard Ave. 



' * 





knocks at your door ! 



Due to unseasonable weather at the time of 
the opening of the coat season, we have left quite a number 
of good quality coats that we want to clear at greatly 
reduced prices. 



High quality of boucle cloths, trimmed v/ith Persian Lamb, Squirrel, 
Perslana, lined and inter-lined, and chamois Inter-llned, with high 

quality materials. Latest styling. 

i 

These coa.t» are outstanding value* and present u real opportunity 
to secure a good coat at an economy price. 



and up 




We are also making a rnld-wintt-r clearance of fine dresses. Some 
of theee drc-sac-H are regularly priced as high as $7, $8 $9 and $9.85. 
On tale at 



and up 





i NEWMARKET 




FOR QUALITY AND SATISFACTION 




HANOVER 




•<• • 



*■ 



Mr. P. W. Pearson of Preston is 

spending a few days in town. 

• • • • 

Mrs. A. J.. Davis left on Friday 
to spend the winter months in the 
South. 

* » ♦ 9 

Mrs. Joseph Smith spent a few 
days last week in Toronto with hei 
daughter, Josephine Isohel, and 

Mr. and Mrs. Sam Hogg. 

• • • • 

A number of friends of the Main 
Street, of Mrs. Howard Hugo, a re- 
cent bride, gathered at her home 
Tuesday evening and presented her 
with a wool blanket. 



ENGAGEMENTS 

Mr. and Mrs. L. J. Harper, New- 
market, announce the engagement 
of their elder daughter, Gladys 
Kinrna Margaret, to Albert Arthur 
Ridley, younger son of Mr. and 
Mrs. Alvin Ridley, Newmarket. 
Marriage to take place quietly the 
latter part of January. 

• • « * 

BIRTHS 

BONE— At York County Hospit 
al on January 11, to Mr. and Mrs. 

Wilfred Hone of Aurora, a son. 

• • • • 

CROSSLEY — At York County 
Hospital on January 8, to Mr. and 
Mrs. Kelso Crossley of King, a 

son. 

• • • • 

GRIMMER — At York County 
Hospital on 'January 10, to Mr. and 
Mrs. George Grimmer of Newmar- 
ket, U.K. 1, a son. 

• • • • 

OLDHAM — At York County Hos- 
pital on January 8, to Mr. and Mr.s 
Klliott Oldham of Mount Albert, a 

son. 

• • • • 

OLIVER— At York County Hos- 
pital, iNewmanket, on Saturday, 
Jan. 10, 1940, to Mr. and Mrs. Her- 
bert B. Oliver o( Gormley, H.R., a 
son (Herbert El wood). (Stillborn). 

■ • * • o 

DEATHS 

COSFORD — Al her late resi- 
dence, 19 Harrison Avenue, Auro- 
ra, on Monday. Jan. 1-2, 1012, Mary 
Caroline (Carrie) Walker, beloved 
wife of the late Joseph II. Cosford. 
father of Harold, Senlac, Sask., 
Fred, Saskatoon; George, Aurora; 
Douglas, Toronto, and Mrs. Lam- 
bert Wilson (Laura) of Aurora, in 
her 75th year. 

Service on Wednesday. Inter- 
ment Aurora Cemetery. 

• • • • • 

McCULLOCH — At Trenton on 
Wednesday, January 14, Jennie 
McCulloch, wife of the late Rev. 
George McCulloch. , | 

Funeral service at the Chapel of 
Roadhouse and Rose on Saturday, 
January 17 at 3.30 D.S.T. Inter- 
ment Newmarket Cemetery. 

• • • • 

PRINGLE — On January 13, at 
her home, 190 Colin Avenue, Tor- 
onto, Mabel Prlngle, wife of the 
late Walter Alvin, mother of Janet 
and Elite, and grandmother of 
Ronald. 

Private funeral service at the 
homo of her son, Sutton West, Fri- 
day, January 1C, 2.30 p.m. Inter 
merit at Mount 'Pleasant Cometery, 

Bradford. 

• • o • 

ROGER8— At his home, Lot 14. 
Concession 4, East. Gwillimbury, 
on Tuesday, January 13, 1942, 
Frederick Rogers, beloved husband 
of Mary M. Coatos, In hla 65th 
year. 

Family service at the homo on 
Friday, January 16, at 2 o'clock 
E.S.T. Funeral service at Queens- 
viUo Presbyterian Church at 2.30 
o'clock. Interment Queensville 
cometery. 



ST. PAUL'S CHURCH I 

The different societies of the 
church are having their annual 
meetings this month in preparation 
for the Vestry meeting which will 
be held the last Monday in Janu- 
ary. 

The W.A. held their annual 

meeting last Thursday, when all 

the officers gave their report for 

the past year. ! 

On Monday of this week the 
Ladies' Aid held their aunual 
meeting at the home of Mrs. F. H. 
Hewson, Huron St. east, enjoyim* 
a social hour afterwards ] when 
the members all had the opportun- 
ity of meeting Mrs. Johnson, the 
wife of the new rector of St. Paul's 
The Bishop has not as yet an- 
nounced the date of Rev. G. H. 
Johnson's induction, but it is ex- 
pected to be this month sometime. 



CITIZENS' BAND TO PRESENT 
SUNDAY NIGHT CONCERT 

The Newmarket Citizens' .Band 
will play a programme of music in 
the Town Hall on Sunday, January 
IS, to commence at 8.30 p.m. 
Hymn "Eternal Father Strong 

to Save" . j 

March "Flanders" 

Operatic Selection 

"H.M.S. Pinafore" 
War Songs Victory Cavalcade 

March "The Great Little Army" 
Waltz "Wedding of the winds' 

Hymn Fierce Raged the Tempest 
Collection Songs of Scotland 

Hymn "The Day Thou Gayest" 

Patrol "Wee McGregor" 

Chairman — W. M. Cockburn 



TROOPER HAROLD COOK 

SENDS THANKS I 
Mrs. Frank Cook received a 
cablegram from her son, Trooper 
Harold Cook, from England on 
New Year's extending season's 
greeting. A letter received around 
the same date stated that he had 
only recently received the cable 
with the sad news of his brother, 
Sergt. Ross Cook's death. 

He expressed his sincere thanks 
to the Veterans for their parcels, 
and to the Express-Herald for the 
paper. 



SALVAGE OF WASTE 

MATERIALS 



©y request we list hereunder the 
different classes of waste mater- 
ials which are of value for salvage 
purposes. j 

Paper of all kinds — where possible, 

different grades should be 

separated. 
Newspaper — fold. Tie in bundles 

or place in corrugated boxes. 
Magazines — Tie in bundles or in 

boxes. 
Miscellaneous Scrap Paper — con 

sis ting of cardboard boxes, 

wrapping paper or paper ol 

any kind. This may he packed 

in large cardboard boxes oi 

bags. 
Rags of all kinds — including string 

and burlap. 
Rubber of all kinds — Tires, lubes, 

rubber shoes, etc. 

Metal of all kinds — particularly 
aluminum, copper, brass, lead. 
tin, too til paste and shaving 
cream tubes, etc., except old 
stove pipes, eaves troughing 
and tin cans, which are of no 
value. 
Bones and Fata — Bones should be 
accumulated in boxes or hags, 
and grease and fat In covered 
tin cans. Notice* with regard 
to collection will be published 
shortly. 
Tinfoil— Leave in original form. 
Do not remove paper or flatten 
out. 
Bottle Caps and Cork— These 
should be In separate contain- 
ers, as they are liable to be 
lost If mixed with paper, etc. 
In addition to the above, fruit 
baskets and wire coathangera are 
of valuo for use a second time. 

Bags for storage of papora, otc. 
will be provided on request. 

Collections from residential 
areas will be made each month or 
oftoner if necessary, and notices 
of collection dates will appear in 
both town nowapapere. ** ' - •■ 

Telephone 431 - 116 • 228 or 56 
for further Information. 



POT 




By Golden Glow. 




EPITH A. HAWTIN 

Optometrist 
98 Main St. Newmarket 

Phone 112 
Evenings By Appointment 



I haye a lot of little things to I 
write about this week, so I give 
fair warning that if you don't like 
my "Pot Pourri" articles, just turn 
over the page and find somthing 
more to your taste. And first, 
naturally, I must speak of last 
week's weather, for It certainly 
was what .we might well call a 
"highlight" in the news. 

I expect the wonderful weather 
we had for Christmas made us for- 
get the old saying "when the days 
begin to lengthen, then the cold 
begins to strengthen," and sure the 
weatherman didn't take long after 
Dec. 21, the first day of winter, the 
day the sun starts back on its jour- 
ney north, to demonstrate that 
wise old saying. 

A week ago Monday the thermom- 
eter fell and fell, and we piled on 
the coal accordingly. Then when 
it reached 18, and lower, the wind 
decided to lend a hand — and the 
whole town shivered. 

i 

We were wondering how the 
men up at Newmarket Training 
Camp stood the severe test. We 
feel safe in saying we are sure they 
did not enjoy it! 

* 

And that brings me to the birds! 
I was going to say birds and squir- 
rels, but the squirrels vanished in- 
to "winter quarters.'* J haven't 
seen one since a week ago Satur- 
day when 1 cut a slice of bread into 
thick squares and put it out for the 

birds outside the kitchen window, 
so I could watch them enjoy it 
while I did the dinner dishes. I'd 
seen this big plump gray squirrel 
frisking around, and chasing its 
tail in the discarded Christmas 
tree I'd tied to the pole that sup- 
ports the clothes line in! the gar- 
den, but I didn't give It n thought 
till all of a sudden it swooped down 
into the middle of the bunch of 
sparrows having their dinner, and 
scattered them like chaff. Then 
it started in to clean up the birds 
feast, and it was so comical I fust 
stood there and let the dishes get 
cold while I watched its antics. 

(But first I must tell you the sad 
part. That beautiful gray squirrel 
has but one eye. At first 1 
thought it shut its eyes when i* 
was enjoying what" it ate. but I 
soon discovered that one eye was 
sightless. However, it didn't seem 
to bother it, and it would pick up a 
piece, sit bolt upright and nibble 
away as dainty as you please, twist- 
ing and turning the piece of bread 
SO very quickly in its tiny paws, 
then for all the world like a had 
boy at a Sunday school picnic, 
throwing away the crust and start- 
ing on a fresh piece. When it fin- 
ished it ran hack to »he Christmas 
tree where I'd hung a basket with 
huge chunks of fat meat for the 
birds. I'd partly covered the bask- 
et to keep out dogs, and yes. I will 
confess it, to keep out the starlings 
too, but Mr. Squirrel would just 
lean over and reach a bite, without 
going right in. j 

The birds became used to my 
baskets early on, and I have cer- 
tainly enjoyed watching them. I 
left a place at each end so they 
can get in and out without feeling 
trapped, and the sparrows and the 
chick-a-dees and the downy wood- 
peckers and the urossbeaks have 
been having pie****' to eat for over 
a mouth, for I :■:<■*>:) putting fresh 
food into the baskets every few 
days. But alas! Those starlings 
have found they can reach their 
long beaks in and help themselves 
if they can't squeeze through the 
opening, and I've seen a starling 
just slash at a sparrow with its 
cruel long yellow beak to chase it 
away so Mr. Starling could feast in 
peace. 1 

And the cardinal bird and its 
mate are back, or maybe they 
never went away. A lovely big. 
black Cat came round here a while 
ago and did its best to .net mo to 
adopt it, but I can't have a cat and 
all my bird friends at the same 
time, and the birds won out. for 1 
found a grand home for puss out In 
the country, and it is ever so happy 
there, catching field mice near the 
houso, and lording it over the 
Scotty dog. the household pet, oc- 
cupying the choicest seat in the 
living-room and sitting on the 
shoulder of the man of the house 
and singing a cozy song close to 
his ear. You can hear that cat 
purr right in the next room. So 
Mr. Puss found a grand home! 

Do you recall me telling two 
Winters ago about a one-legged 
starling that seemed, to always 
stay round here. Well. I fed it all 
last winter, and lo and behold it is 
hero again now. It looks so very 
pathetic, It seems to be smaller 
than before, and It --"squats down" 
more than It did. hut I do" believe 
It Is the very same bird! 

Did you hear over the radio of 
the serious illness of Jack Miner, 
that wonderful man at Kingsville, 
who has the bird sanctuary. I was 
vory glad when I heard he would 
recover, for men like that are 
needed In our sad old world. 

But I was telling about the star- 
lings, those greedy, greedy big 
black birds with the yellow beaks. 
I have a basket on the rose-trellis 
beside tho east verandah, and* 1 
saw this starling come and scatter 
tho sparrows that were feeding 
there. The one starling scared 
them away and fought off all the 
other starlings, and there It stood 
till It was sure it had persuaded 
tho rest to keop off. Then It start- 
ed on that suit. It would scrapo 
off its beak on tho handle of the 
baBkot, take two or three scoops 
of snow off the cover -on the basket 
with Its beak and go at it again. 
When It had plenty it allowed 



starling No. 2 to have a turn, and 
Xo. 2 went through tho same pro- 
cedure, and so on down the long 
line. The lilac tree opposite the 
verandah was fairly alive with 
them. 

Well, here's the end of page- 
three, and I haven't begun to tell 
all I started out to say, so Pot 
Pourri really Is" only about birds 
and the gray squirrel. Well, there's 
another week coming, so I won't 
write more now, only one last word 
about the weather. We are having 
two grand days! This is Wednes-T 
day, and it Is lovely weather, mild) 
and sunny, and yesterday too was** 
sunny, though not so very mild f 
and the stars last night were 
magnificent. 



MORE LETTERS TO 
SOLDIERS' j 
COMFORTS ' 



(Continued from page 1 col. 5) 

Dec. 31, 1941. 
Dear Gentlemen, — ! 

Received your ditty bag to-day 
and was very well pleased with It. 
When a parcel is received here the 
ships company gather around, so 
they asked me to send their thanks 
for the sweets. 1 

Thanking you very much, 

David Weir. 

TUurs., Nov. 27, 1941. 

Dear Vets: j 

Thauk you very much for the box 
of eats that I received yesterday 
from you. It was like the many 
others you have sent — just what 1 a 
fellow likes to have most. 
Thanks again, 

K. Wrightman. 
t 

Dear Sirs: 

I wish 1 had more time in whidh 
to thank you for your thoughtful- 
uess of me. Unfortunately time is 
short, so please take this short 
note as a token of my sincere ap- 
preciation., j 

Lome McCordick. 



Dear Sirs: 

Received tobacco O.K. Thanks 
very much. Hoping you all are in 
the best of health. We appreciate 
your kindness very much. 

Thank you, 

Tom Smitl . 



i 



Xewinjjrket Veterans 

Dear Sir?: 

Received smokes O.K. Thauk you 

very much. Best of luck to all. 

Cpl. T. II. Smith. 



Thanks for the cigs. I hope you 
all have a Merry Xmas and Happy 
New Year. J 

Bill Raymond. 



Dear Comrades: 

I have just received your parcel 
and cigarettes which were in A-l 
condition. The butter is grand, aJ 
yon know we do not get butter in 
the army, and the civilians in Eng- 
land can only get two ounces a 
week. All the things you sent are 
rationed over here, so you see how 
much they are appreciated when, 
we get them, and the cigarettes 
just came in time. I was right out 
of them, so I thank you and the 
people of Newmarket for their gen- 
erosity for sending us these par- 
cels and cigarettes, and I wish you 
all a very happy Christmas and a 
very Happy and Prosperous New 
Year. 

We are still on the coast, which 
is the first line of defence, and 
from our billet we can see tho 
English Channel. 

We are getting lots of rain now, 
and all the fields are like lakes, r 
am getting along fine and in the 
best of health. Once again thank- 
ing you all. I remain, 
Yours, 

C. E. Benuison. 




J. E. GOWLAND, D.C. 

CHIROPRACTOR 
DRUGLESS THERAPIST 

Phone 350 Newmarket 

Every Day But Wednesday 

CHS 





YOU WILL BE PLEASED AND 
SATISFIED WITH THE RE- 
SULTS OF THE ... 

■ 

FAMOUS 

BRECK METHOD 

* * 

Hair and Scalp 

* 

Treatment 




The EMBA 

BEAUTY SALON 



PHONE 40 



59 MAIN 8T. 
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NEWMARKET VETERANS' AS- 

60CIATION TREASURER'S 

REPORT 

Year Ending Sept. 25, 1941 
Receipts 

Balance In Bank Sept. 28, 

1940 \ ? 15.41 

Poppy Day Receipts 194.11 

Grant York County Council 46.45 

Proceeds of Dances, etc 153.64 

Membership Fees 30.00 

Capt. Davis re Christmas 

Hampers 129.98 

Nejt Proceeds Boxing Show 

Aug. 6, 1941 ....f 153.12 

Bank Interest 89 



AURORA LOSE IN OVERTIME 
IN ETOBICOKE 



?724.60 
Disbursements ". 

Wreaths and Sprays $ 24.00 

Fruit sent to Sick Comrades* 

and Kin 6.00 

Advertising and Stationery.. 18.36 

Bugler's Services ..'. 5.00 

Supplies for Lunches 2.65 

Poppy Day Expenses 51.40 

Children's Christmas Party 
Donation to Spitfire .Fund .... 
Canadian Corps Assoc. Fees 

Rent of Hall t * 

Assistance and Welfare 

Excise and Postage Stamps 



Cartage 






i 



27.53 

10.00 

20.00 

25.00 

297.27 

2.59 

4.00 



Christmas Hampers 129.95* 

Lettering Crosses for 
Cemetery , 1.50 



?625.2S 



D. 



Balance on hand Sept. 

1941 [ ? 99.32 

Signed J- Stephenson, Ceo. 
Wales, Auditors. 



O.H.A. JUNIOR "C" HOCKEY 
SCHEDULE 

1(> — Etobicoke at Aurora 
16— Markham at Milton 

19— Oakville at Etobicoke 
19 — Milton at Markham 
23— Markham at Oakville 
23 — Aurora at Milton 
2G— Oakville at Milton 
26— Markham at Aurora 
30— E_tobicoke at Markham 
30— Aurora at Oakville 
Two points for win; one point 
for tie. I 

Ties split points in group. 
Four teams in play-oft" — 1st and 
3rd— 2nd and 4th. 
Three games out of five series. 
In case of tie — team with least 
goals scored against' takes the 
position. 



t 



Etobicoke Indians handed Au- 
rora the first defeat of the Junior 
C season as they battled from be- 
hind for a 6-5 overtime win at 
Ravina Gardens Monday night. 

Conceding the visitors two goals 
in the early stages of the game; 
Manager Murray Scruton's game 
youngsters staged an uphill fight 
against their heavier opponents 
and sent the game into overtime 
when Bruce Rich knotted the count 
at 5-5 with a goal in the last min- 
ute of regulation time. Reg Single- 
ton clinched the game for Indians 
with the only goal of the overtime 
at the 6:21 mark. 

The victory was the third in a 
row for the Ktohicokes and puts 
them on top in the standings with 
three wins against one defeat. 

Aurora— Goal, Hughes; defense. 
Tunbridge and Abrahams; centre. 
Stark; wings, Beaumont and 
Stephens; alternates. " Capra, 

Broughton. Bilborough. Mclnnls 
and Dillman (sub. goaler). 

Etobicoke — Goal, Nash; defense, 
Johnstone and Masterson: centre. 
Rich; wings, Allen and McCIean; 
alternates, McKelvey. Ilowson. 
Uambert, Jackman, Johnson, Sin 
sleton. 

Referee- — Carney Large. 
First Period. 

1— Aurora. Tunbridsre 

(Capra) 11:00 

2 — Aurora, Beaumont 13:00 

3 — Etobicoke, Ilowson 

(Singleton) 15:00 

4 — Etobicoke, Singleton 

< Rich) 16 : 00 

5 — Aurora, Capra (Bil- 
borough) 19:00 

Penalties — Allen. Park. 
Second Period 
tJ — Aurora, Bilborough 

(Tunbridge) 2:50 

7 — Etobicoke, Singleton 

(Howson) 3:00 

S — Aurora, Stephens 

(Stark) 7:00 

9— Etobicoke. McCIean 

(Allen, Rich) 9:00 

10— Etobicoke, Rich 

(McCIean) 19:00 

Penalties — Allen. Broughton. 

Third Period 
No scoring. No penalties. 
Overtime Period 
11 — Etobicoke, Singleton 

(Allen, McCIean) 6:21 



ST. PAUL'S LADIES 
THANKED BY 

SOLDIERS 



,<■ -■ : , 











Everything from Neckties to Bedsteads 




EVERY HOME IN TOWN WILL BE 
VISITED BY A MEMBER OF THE 
CLUB IN THE NEXT FEW DAYS, 
TO EXPLAIN THE SALE TO YOU. 




(Continued from Page 1, Col. 3). . 

months, that is, over London. They 
still have the odd raid over the 
east and south coasts, but they 
never do much damage. 

I'll he going on leave on or a- 
bout the 19th of December. I have 
been assured a grand time by some 
very kind people whom I've met. 
The only bad point about it is thai 
I'll have to return on the 25th, but 
that's life in the army. 

Now I want to wish all you kind 
ladies and women of the Auxiliary 
the very best happiness for a Mer- 
ry Xmas and a Prosperous New 
Year. I hope we can be back home 
for next Xmas, so if you will be so 
kind as to say a little prayer for 
us over here, I know that the Lord 
will surely see that they are an- 
swered soon, but till then we have 
got a hard fight ahead of us, and 
just knowing that you are doing 
your bit over there, we surely 
can't lose — we mustn't. 

Best of happiness to all, 

Cpl. Myers. 



WILLIAM WILMOT ABSOLVED 

BY AURORA CORONER'S 

JURY 



Inquest Held Concerning the Deatn 
of Toronto Ski Club Watchman 



December. 1941. 
Dear Mrs. Evans: 

I'm afraid we didn't wait till 
Christmas before opening the par- 
ed you so kindly sent on behalf of 

the church. It must have been one 
of those days when an unopened 
parcel made a special appeal. Any- 
way, it was most welcome and ap- 
preciated; thanks to all who help- 
ed make the box. 

Things are much the same with 
us for the present time. The weath- 
er is not very dry. but then the 
wet stage at its worst ought to be 
over before long. with, maybe, a 
bit of snow for Christmas. We 
hope! 

It's a pretty nice fight the Rus- 
sians have put up. I can't help but 
feel, without too much reason pos- 
sibly, that the Axis crowd are on 
the run in spite of Japan's entry 
and the damage she has done and 
will do before she peters out. The 
States and Canada will now really 
get down to brass tacks no doubt 
in turning out equipment or rath- 
er, war supplies. Already it seems 
she (Canada) is turning out huge 
amounts of stuff and not all in 
mail bags either! 

I trust you are all keeping well. 
I have not yet run across Fred, 
hut who knows. Give my regards 
to Arthur, and with many thanks 
again for the parcel to those who 
sent it. 

Yours sincerely, 

John Lister. 



Inquiring into the death of 
Henry Burgess, 55, night watch- 
man at the Toronto Ski club, a cor- 
oner's jury Tuesday night attached 
no blame to William Wilmot, driv- 
er of a car involved. Burgess was 
in collision with the automobile 
while crossing Yonge St. to get his 
mail at Oakridges post-office, 
Christmas Eve. 

Evidence submitted was that the 
deceased carried no light. "There 
is no law compelling pedestrians 
to carry a light, which is unfortun- 
ate.*' declared Traffic Officer How- 
ard Jackman. Richmond Hill. 
j Traffic Officer Alex. Ferguson oi 
Aurora described traffic conditions 
as "bad." 

j "I did not see Burgess until he 
| was directly in front of me." Wil- 
niof testified. "He came from no- 
where. I veered to the left and 
struck him with my left fender. 1 
stopped my car and ran back to- 
ward the man. I saw him on his 
hands and knees trying to rise, 
when another car struck him and 
ran over him. It did not stop, but 
went on. The driver would have 
no chance to see him but would 
have known he hit him. It was 

terrible to watch. He died soon 
afterwards.' 1 

"This inquest is peculia* . be- 
cause the only eye-witness is the 
driver of the car which struck the 
deceased. The evidence is consist- 
ent with a car from behind Wil- 
mofs passing over the body. Wea- 
ther conditions that night were 
bad," said Coroner Dr. C. T. Devins 



MIDLAND AT SUTTON 

FRIDAY NIGHT 

SuHon Green shirts will be after 
the hides of the Midland squad to- 
morrow night when that northern 
town journey to the Lake Simcoe 
village. 

Jack Crozier's boys have suffered 
two defeats the past week at the 
hands of the strong Collingwood 
shipbuilders, and will be out to 
Show the fans that when at full 
strength they are the club to beat 
It should be a tidy struggle to- 
morrow night. 

* 

for the grand Christmas parcel 
containing many useful gifts. 

Wishing you all a very happy 
and successful Now Year. 
•-" ' Yours sincerely, 

A. V. Rlphinstone 



Royal Regt. of Canada. 

England, 

'Nov. 24, 1941. 
c/o Mrs. Norman MacLeod, 

Pres. St. Paul's W.A. 
Ladies: 

Please accept my deepest thanks 
and appreciation for the lovely 
Xmas box that I received to-day 
from you. It is a kind thought in- 
deed, and I can readily assure you 
that all the gifts will be well taken 
care of. 

•Such things are certainly more 
than just luxuries to us and al- 
though I don't believe we will be 
lucky enough to have any Christ 
mas leave this year, your parcel 
will help a great deal in overshad- 
owing that. 

I count myself very fortunate in 
having such wonderful church 
workers to £0 to so much trouble 
for me, and believe me it will not 
be forgotten. 

I wish you the host of luck in 
your wonderful work and a Merry 
Xmas to you all. Hope you won't 
have to send parcels overseas 
when next Christmas rolls around. 
Thanks again to one and all. 

Best Wishes, 

Fred Evans. ; 
B-C7082, Cpl. F. C. Evans, j 

D Coy., Royal Regt, of Canada. 
Canadian Army Overseas. 



#3 Explosives Depot, R.C.A.F., 

Dec. 29, 1911 
Mrs. Norman MacLeod, 
(Pres. St. Paul's W.A. j 

Dear Mrs. MacLeod; j 

•Now that the* busy time of Christ- 
mas Is over and we are all hack to 
our various tasks and straightened 
away again, I thought It a good 
time to drop a line of appreciation 
to our ladles on their .sending the 
boys in service each a Christmas 
box which, I am sure, In every case 
was indeed welcomo. 

■ 

Ab I opened my parcel at 
Christmas* time some of the hoys 
were nearby and they gathered 
around, with Interest when they 
saw how nicely It was wrapped. 
Then, instead of one parcel, there 
were ahout half a dozen spread 
out on the table. That was great! 
Then we started guessing what 
gift would he In each individual 
parcel. That was lots of fun. Each 
present was Just what a fellow 
likes when in camp; bo wishing 
the W.A. of St. Paul's continued 
success and a happier year yet to 
come, I remain, • 

Yours sincerely, 

Stan. Evans. 



To the Ladles Auxiliary of St. j 
'Paul's Church: 
Thanking you for parcel -receiv- 
ed. 

George Lewis. 



B.T.C., Newmarket, 

Dec. 29, 1941. 
Dear Mrs. MacLeod: 

I wish to thank you and the 
members of the Women's Auxiliary 



#1 Wireless School. R.C.A.F., 

Montreal. Quebec. 
January 3, 1942. 
Dear Mrs. MacLeod: 

I was very glad to receive your 
Christ mas parcel. 

I would appreciate it very much 
if you would kindly express my 
sincere thanks to those who made 
this useful gift possible. 
Yours sincerely, 
A.C. 2 R. A. Fairey. 

R-131335. 



Somewhere in Newfoundland. 

Oct. 23, 1941. 
Dear Mrs. MacLeod: 

I wish to express my thankful- 
ness to you and the ladies of the 
Auxiliary for the kindness you 
showed in sending such a grand 
box. I received It in the morning 
mail and the contents were in the 
very best of condition. All the 
articles are very useful and will 
have their full share of usage he- 
fore many weeks have passed. 

I should like to tell you about 
our camp and our duties, but ow- 
ing to censorship wo cannot do so. 
So I shall just say thanks once 
more again for I he lovely gift. 
.. Yours sincerely. 

Hill Shropshire. 



H-G3S0X. Itfn. R. W. Hlencoe. 

D Coy.. 1st Bn« Queen's Own Rides 

of Canada, Canadian Army 

Overoas. 

Dear Madam: 

I thank you and the ladies of the 
Woman's Auxiliary for the very 
nice parcel you sent me. Things 
being hard to got over bore, it is a 
pleasure to receive parcels from- 
our own homo town. 

Again I express my sincere 
thanks for the kind work you are 
doing for the soldiers overseas. 
Sincerely yours, 

R. W. Rleucoe. 



Camp Somewhere In England. 
< , November 8, 1941. 

Dear Ladles: 

Thank you ever so much for the 
Christmas parcel from St. Paul's 
Church. Please extend to all thu 
members my sincere appreciation 
for tholr remembrance of me. It 
was a very, vory nice parcel. 

Merry Christmas to one and all. 
Sincerely. 
Norman MacLeod. 



#8 Air Observer's School. 
Anclenne Lorette, P.Q. 

7)ec. 30. 1941. 
Mrs. Ndrman MacLeod, 
Pres. St. Paul's W.A.. ' 
St. Paul's Church; Nowmarket. 
Dear Madam: 

Would you please express my 
sincere thanks to the women of 
your society who are responsible 
for my receiving the lovely Christ- 
mas parcel last week. . The con- 
tents were all vory useful and I 
assure you deeply appreciated. 

In closing might I extend to you 
the compliments of the season. 
Yours slncoroly, 

Gerald Blight. 



VETERANS' CHILD- 
REN ENJOY 
ANNUAL PARTY 



■ i 



Entertainment Is Special 

Feature 



The annual entertainment given 
to the Veterans' Children and to 
the taggers for the Poppy Fund 
took place on Friday evening *ast 
In the Town Hall and was one of 
the best shows put on in years bv 
the 'Newmarket Veterans' Associ- 
ation. 

About two hundred and fifty 
children and their mothers were 
admitted by ticket and It. was a 
very happy crowd that was greet- 
ed by President Alf. Smith when 
.ie appeared on the stage with vice 
president Bill White to open the 
program. 

All present stood at attention for 
the customary silence for the fallen 
comrades. Then Comrade White 
had young and old joining in sing- 
ing patriotic son^s so heartedly 
that they rocked the hall. 

Pipe Major MeCarroll of the 
Xewmarket Training Camp then 
rendered some fine selections on 
the bagpipes which were all ap- 
plauded, after which the audience 
were favoured by a solo by Ronnie 
Eves, who has a splendid voice, 
and a cowboy song with guitar ac- 
companiment hy Rail Bales. 

At intervals candy was handed 

around to the children, which was 
kindly donated by Alderman Frank 
Bowser. In the meantime the main 
feature of the evening had been in 
preparation and the performer was 
now ready to do his stunt. The 
curtains were lowered to prepare 
the Stage, and when lifted a scene 
of mystery was presented by the 
different articles scattered about 
the stage. Comrade White then 
introduced Pie. Lancaster, a 
magician of merit of the Newmar- 
ket Camp, who kept both young 
and old holding their breath with 
wonderment at the mysterious and 
clever tricks he did with the dif 
ferent gadgets with which he was 
equipped for about forty-five min- 
utes. ■■:- 

Refreshments were then served 
and were enjoyed heartily by all. 
The singing of the National Anth- 
em brought an enjoyable evening 
to a close. 



ATTENTION! THE SURPRISE 

BASKET 

The "Surprise" Basket will be 
at your house soon. It will con- 
tain an article for use in your 
house, probably groceries. Will 
you please put 25c in the basket 
with something you wish to glvo 
away, and keep the parcel the bas- 
ket contained. The basket will 
pass from house to house. The 
funds are for the Catholic Women's 
League War Work. 



AGE TREND IN U.S. 

In the last decade the number of 
persons in the United States under 
10 years of age slid from 24.000.000 
to 21.000,000. And in the same 10 
years the number of those exceed- 
ing 50 years of ago jumped from 
21,000,000 tO 20.000.000. 

And a study of Xew York State 
mortality tables sh.OWS that 10 pci 
cent, more males who are widowed 
died of alcoholism than those who 
wore married. 



WAR— ANTHEM— RADIO 

COMBINE AS PROBLEM 

Some of the out-oftlieordinary 
occurrences and reactions result 
ing from Uncle Sam's entrance in 
to the war: 

The question is raised as to what 
the proper etiquette should bo 
when "The Star Spangled Banner" 
is played over the radio. 

lx>s Angeles area blacked out — 
all except a huge electric; sign atop 
the San Pedro chamber of com- 
merce, proclaiming: ''Welcome to 

San Pedro." 

Waiter Wincholl's toast to the 
Jap navy: MHottoms up!" 

In the rush for marriage licensee 
in Greater New York, one* couple 
appeared at Brooklyn Borough Hall 
at 5.30 a.m. and by 9 a.m. more 
than 1.000 persons were In line. 

La Ouardia and Eleanor Roose- 
velt differ as to uniforms for th*> 
Cuban defenders' gals— the mayor 
favoring smart costumes, the Pre- 
sident's wife favoring one costing 

not more than >:i. 

At MeComb, .Miss., a baby boy is 
christened Victory Pearl Harbor 

.Moore. 

All vacation leave in Now York 
Plre Department has boon cancel- 
led, and police train at rifle shoot- 
ing. 

Sixty men maintain a 24-hour 

sky^watching patrol on tower or 
Empire State building. 

Pearl Buck, author, and mother 
of four children, urges parents to 
let their offspring have full know- 
ledge of the war and encourage 
them to take part in war activities. 
Miss America may have to sacri- 
fice her figure by giving up corsets 
nnd girdles to save rubber. 

New York to treble fines in effort 
to persuade the 100.000 Illegal 
parkers (dally) to give flremon a 
Chance In bomb raids. 



'Pay— fttrftt Dashaway'a husband 
didn't leave her very much when 

he died, did he? 
Ray— No, but he left her often 

enough when he was alive. 



"I wish the boys wouldn't call 
me Big Bill." 

"Why?" 

"These college names stick. And 
Pin studying to be a doctor." 



SCRAP PICK-UP VERY 
SUCCESSFUL 



. The iBoy Scouts and Wolf Cubs 
wish to thank the people of Main 
Street, and on the west side of 
town for their generous support 
during the scrap drive of last Sat- 
urday. It has been just a little 
ovor a month since the scrap was 
last picked up, and once again tons 
of waste was gathered. 

; This undertaking is so big that 
both sides of town cannot be pick- 
ed up on one Saturday afternoon. 
THe odd person of the town some- 
times is a little put out if their 
papers are passed up. Just please 
be patient, and notify anyone of 
the leaders, and they will see to it 
that they can pick them up on a 
Tuesday or Friday of the weekly 
calls. 

. * 

. No one hut the boys themselves 
know what a job this is. and what 
a great deal of time is spent on it. 
These % boys that give up their skat- 
ing, skiing and hockey deserve « 
great deal of credit. Of course, it 
is war work and these hoys well 
know it. Everytime scrap metal 
is thrown on the pile, the boys win 
exclaim, "Well there's more shells 
to blow the "Huns" off the map." 
The boys, too, get a great deal 
of enjoyment out of the work and 
also many a good laugh, so that 
the work is made easier and time 
goes faster. 

Nothing has been said of the 

young Cubs. These are boys from 
some eight, but chiefly from nine 
to 12 years of age. Last Saturday 
was a fair example of what they 
are made of. These boys were up 
and out on their job of calling on 
the homes at $.30 in the morning. 
Some may say that it is cruel to 
send those hoys out at that hour, 
and at 1-i below zero, for that's ex- 
actly what it was. Well, you just 
try and stop those boys. They 
have got what it takes. 

When those boys wore approach- 
ed and asked if they wanted to call 
it off, one Cub speaks lip and says. 
"We can't call it off. the war is 
still going on." That was a boy 
of nine years of age. Its too bad 
thai older boys of the town don't 
realize there's a war ou and try to 
do thejr bit. Yes, and the grown 
ups can take a lesson from that 
too. 

f 

It was still below zero when the 
leaders, some scouts and cubs, 
wont out with the trucks in KiV; 
afternoon. Mr. Spear wont ahead 
of the town truck with boys, bag- 
ging and piling the papers at each 
corner. At throe o'clock everyone 
gathered at Mr. Spear's homo, 
where Mrs. Spear had hot coca and 
biscuits for the boys. No military 
camp could have devoured thai 
food any faster than those hungry 
cubs and scouts. 

Mr. Spear is the backbone of 
this scrap pick-up. Ho doos end 
less work on it. oven to acting as 
referee, during some paper fights 
in the warehouse. The boys still 
haven't forgotten when lie arrived 
in cainp at four o'clook one morn- 
ing from town during a regular 
cyclone at Island Grove. 

Mr. Ross Howlett is always anx- 
ious and ready to help the boys 
whenever he can. The cubs and 
scouts wish to thank him for the 
use of his truck last Saturday. The 
town council Is always behind the 
boys. They gave the scouts and 
cubs the use of the council chamb- 
ers when the organization first 
started. The town truck is used 
all the time on the scrap pickups. 
John Stickland. the town driver, 
not only capably drives the truck, 
but works right with the boys until 
the last hit of scrap Is picked up. 

On Saturday, January 21. the- 
pick-up will bo on the oast side of 
town. That's one week from this 
Saturday. 




AURORA DISPOSE OF MILTON 

12 3 

Iii a one-sided contest. Charlie 
Kownt roe's Aurora squad disposed 
of the Milton Bricklayers Friday 
night 12-3. Morv. Broughton and 
Myles Mclnnls. local lads on the 
Aurora team, played a prominent 
part in the victory. 



FRIDAY <t SATURDAY, JAN. 16-17 

"Tillle The Toiler" and "Outlaw 

of Panhandle" ' 

Forty million "funnies" fun can't 
be wrong. And. if Hollywood rel 
ports are to he credited, those forty 
million fans aren't wrong— "TilJlo 1 
the Toiler" Is a honey if there ever 
was one! ^ 

In the film, which opens Friday 
at the Strand Theatre and based 
upon Russ Westover's popular car- 
toon strip, "Tillie the Toiler" is the 
delightful heroine of one of the 
most enjoyable photoplays of the 
year, a down-to-earth story of hu 
man beings and. especially of a 
lovable young woman whose major 
interests in life naturally include 
dates and clothes. "Tillie" is an 
appealing young stenographer, in- ( 
teres ted as much in her job as she 
is in dresses or boys. She's fan to 
watch, fun to be with, fun to know. 

On the same program, Charles 
Starrett'a latest thriller promises 
to he the best yet. The Pioneers 
again supply tune-filled range bal- 
lads in support of the star. 

MONDAY & TUESDAY, JAN. 19-20 
"It Started With Eve" and "Ellery ( 

Queen and the Murder Ring" I 

. ,A completely now treatment of 
songs on the screen will be heard 
in Deanna Dnrbin's new Universal 
film. "It Started With Kve." eoj 
starring Charles Laugh ton and 
coming Monday and Tuesday to 
the Strand Theatre. 

To introduce Miss Dnrbin's song 
numbers naturally. Director Henry 
Koster has done away with orch- 
estral accompaniment for the 
star's five selections. 

Plays Own Accompaniment 

Deauna sings and plays her own 
piano accompaniment, and the cus- 
tom of bringing in an orchestral 
background whether or not an or- 
chestra appears on the screen has 
boon discarded. 

Doanna's new role is that of ail 
ambitious young singer who is in- 
troduced into the home of a Now 
York multi-millionaire, and who 
remains in the hope that ho can 
further her musical career. She 
also becomes romantically involved 
with his son. played by Robert 
Cummings. 

Featured players include Mar- 
garet Tallichet. Guy Kibboe. Wal- 
ter Catlott. Catharine Doucet and 
Charles Coleman. 

Ralph Bellamy and Margaret 
Lindsay, the Crime fighting pair 
who have contributed so Immense- 
ly to the popular success of the 
IOLLIORY QUEEN 42 series, return, 
in a suspenseinl story of a homi- 
cide-haunted hospital. 

WED. & THURS., JAN. 21-22 

"Citizen Kane" 

was voted THE BEST PICTURE 
OF THE YEAR by the National 
Hoard of Review of Motion Pic- 
tures. 

Hailed as one of the most nnus 
ual pictures in many years. Orson 
Welles' initial screen offering 
"Citizen Kane." makes its debut 
bore Wednesday and Thursday as 
a real innovation in the field of 
film entertainment. 

The story is told in a brand-new 
manner. Basically, it deals with 
the colorful career of a man who 
becomes famous as the head of a 
vast commercial empire; a man 
who was horn in poverty in the 
Colorado mountains, and who ends 
Ills days in lonely splendor in his 
fantastic, half-finished castle on 
Die Florida coast after watching 
his empire crumble beneath him. 

During his fifty years of power 
the hero of "Citizen Kane" marries 
twice, sees both wives divorce him 
because thoy can no longer onduro 
living with him. With a great- gift 
for friendship, nevertheless he 
alienates all his friends. * 

"Charlie Chan In Rio" 
added 2nd hit. added In place of 
"Gallant Sons." 
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REPRINTS FROM ANY NEGATIVES ON 

OUR FILES 



Enlarged to 8x10 in., for ... $1.00 
Mounted in Folder, for ..... 1.50 
Mounted in Folder and Framed 2.50 

PHONE 431 NOW 



rcg. 



reg. 
reg. 



$2.00 
2.50 
3.50 





Next to Post Office 

"SHEET MUSIC FOR SALE" 
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l l9 41 SPECIAL DE LUXE CHE V. SEDAN 
1939 DODGE COACH 
1938 DODGE SEDAN 

1937 DELUXE CHEVROLET COACH 
1936 BUICK COUPE 

1930 CHEV. COACH ; 

1929 ESSEX SEDAN 

1929 CHEVROLET COACH 

1938 I.H.C 2-TON TRUCK with Stock Rack 

1936 FORD 2-TON TRUCK with Stock Rack 
and Power Lift 

1936 FORD / 2 -TON PANEL TRUCK 

193 2 /-TON CHEV. PANEL JOB 

All the above cars are in Al condition and will hi 

sold with our usual guarantee. 
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WE ALSO HAVE SEVERAL GOOD WORK HORSES AT 

VERY REASONABLE PRICES 






Phone 197 



t 

Newmarket. 




The Vandorf Women's Institute 
Will meet at the home of Mrs. J. 
Petch. Wednesday, Jan. 21. Roll 
call, "A Traffic Law." Topic, 
"Legislation." Contest, "Drop 
Cakes." Hostesses, Mrs. J. Moyni- 
han .Mrs. C. Richardson. A num- 
ber of interesting letters from the 
boys who have received their boxes 
have been received by Mrs. Willis 
and Mrs. A. Richardson. Thesei 
will be read at the meeting. 

We all sympathize with Mr. and 
Mrs. H. Oliver in the loss of their 
baby boy, but are glad to report 
Mrs. Oliver Is doing nicely now; 

Miss Ruth Oliver spent the week 
end with her parents. 

Mr. Arthur VartNostrand spent, a 
few days with his family over the 

weekend. 

Miss Dorothy Mitchell is recov- 
ering nicely after an operation for 
appendicitis in York County hos- 
pital. 

Those who attended the skating 
party under the auspices of the 
Wesley Y.P.U. last Wednesday 
night, report a good time. After 
skating refreshments were served 
at the home of Mr. and Mrs. West- 
cott 
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KING TOWNSHIP RED CROSS 

PUT ON MEMBERSHIP 

DRIVE 
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Sunny days and somewhat mild- 
er is a happy change from 20. de- 
grees last week and zero winds. 
Quite a few cars and the bus were 
stuck in the snow at the lake on 
Sunday, but the snow-plow has the 
roads clear and in good shape 
again. ■ ■ 

The Bay is dotted with fish 
houses. Last week on one of oui 
cold nights a crack broke near the 
shore which people living near 
said sounded like an earthquake. 

The snow and cold has spoiled 
the skating on the lake. 

Congratulations to Rev. and Mrs. 
B. Serrick on the arrival of a 
daughter last week at Stouffville 
Memorial Hospital. Rev. and Mrs. 
Serrick will move into Keswick 
early in the year. 

•Mr. Dean Yates' garage was 
burned to the ground on Frida> 
night. A tractor belonging to Mr. 
Weller, which was being repaired 
was also destroyed. Mr. and Mrs. 
Yeats were not at home when the 
fire started. .Neighbors who saw 
the blaze managed' to save the 
Yeats home, but could do nothing 
to save the garage-. 

Miss Zana Grant of Queensville 
has been spending the past month 
at her brother's, Mr. Cecil Grant's. 

Mr. P. Walker was at home from 
his Toronto position for the week 
e-nd. 

Mr. Sain Pegg is working in 
Newmarket at present. 

The regular meeting of the 
Lakeside Institute will be held this 
month at the home of Mrs. R. Pol- 
lock, on Thursday evening, Jan 
22. The husbands will provide the 



Ladies please bring 



programme, 
refreshments. 

Keswick United Church 

The first meeting of the W.M.S. 
of Keswick United Church was 
held as a joint W.A. and W.M.S. 
meeting. The president of the 
W.A., 'Mrs. \V. Davison, took 
charge of the worship service be 
ing assisted by Miss Gilroy at the 
piano, Mrs. P. Winch and Mrs. 
Baines. Mrs. W. E. Morton, the 
recently elected president of the 
W.M.S., conducted the business in 
connection with that society. Roll 
call was replied to by the members 
paying their fees for the year. 
Several new members were wel- 
comed. Plans for making quilts 
for the spring bale, in the near 
future, were discussed. The allo- 
cation was reached in 1941, the 
members being gratified at the 
same. Recently Mrs. Vaughan, 
supt. of tiie Baby Baud, enter- 
tained the babies, their mothers 
and the executive to a delightful 
afternoon party on Dec. 9, and also 
Miss Helen Smith, supt. of the 
Mission Band had a most enjoyable 
party for her band at her home on 
Dec. 27. Announcement was made 
at the meeting of the annual meet- 
ing of Toronto Centre 'Presbyterial 
W.M.S. in Toronto on Jan. 27. It 
is hoped many will be able to at- 
tend. Will anyone wishing to dis- 
pose- of old Christmas cards kindly 
leave the same with Miss Eva Gil- 
roy. Mrs. Morton closed the meet- 
ing with a suitable Xew Year 
prayer. The following are the 
officers for 1942. 

Hon. Pres.. Mrs. Lapp. Mrs. 



During this month the King 
Township Branch of the Canadian 
Red Cross Society is making an 
appeal for renewal of membership 
to all who have so nobly support- 
ed the work In the past In order 
to carry on a considerable amount 
of money is required for the pur- 
chasing of materials for the var- 
iou£i work groups throughout the 
township. 

The making of clothing and 
quilts for the bomb victims has he 
come a very important part of .the 
work of our women. We little re- 
alize the amount of supplies which 
have been shipped overseas by our 
branch. A recent statement shows 
that during the past year, 18S 
quilts, 67 dresses, 59 pullovers, 36 
dressing-gowns. 48 skirts, 27 py- 
jamas, 25 slips, 19 coats, 20 jump- 
ers and blouses, six layettes, 25 
prs. gloves, eight lady's suits, five 
boys' suits, caps, helmets, knick 

ers, cardigans and wraps were 
made iu the township and forward- 
San Franciscans still go to the t ed for the destitute in Britain, 
theatre, blackouts notwithstanding.! And to our troops overseas: Go 

prs. pyjamas. 22 sweaters, 15 turtle 
neck sweaters. 25 sleeveless sweat- 



RAID SCARE IN 'FRISCO BUT 
'SHAW' GOES ON j 



Word comes from Francis Robin- 
son of Katharine Cornell's entour- 
age that on a recent evening Miss 
Cornell and her compay gave a 

performance of "The Doctor's Dil- 
emma" during a total blackout. An 
audience of some 350 after groping 
its way to the theatre during an 
airraid warning which began at 
7.24 p.m., was therefore not disap- 
pointed. 

The alert sounded just as Miss 
Cornell was about to leave her 
apartment atop Xob Hill one ot 
the city's highest elevations. The 
actress walked the half-mile to the 
theatre through darkness, accomp- 
anied by her maid and three dogs, 
found all but three members of her 
company assembled, and the au- 
dience gathering. 

At 8.33 Colin Keith-Johnston, 
leading man in the Shaw opus, 
came hefore the curtain and an- 
nounced that the performance 
would be given. By nine o'clock 
the play began. i 

"It was a thrilling experience 
and a wonderful audience to play 



ers. 94 scarves, 613 prs. socks, 27 
prs. seamen's boot stockings; 165 
prs. mitts, 30 prs. gloves; also hel- 
mets, aero caps, wristlets aud 
rifle mitts. 

With the war now spread to all 
parts of the world, the need for 
Red Cross supplies becomes even 
greater. The ladies of the branch 
hope to continue and expand their 
work during 1942. Your help is 
needed to provide the necessary 
funds. The need is great and wc 
must prepare now for otther emer- 
gencies as the war draws closer to 
our shores. Let's all lend a hand 
and by our membership dues help 
this great work to carry on. 
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The annual meeting of King City 
Cemetery Company will be held in 
King Masonic Hall on Saturday. 
January 24. at 2 p.m. standard 
time. General business will be 
discussed including the newly pur- 
chased land. 

The community prayer meetings 
! held at King and Schomberg cen- 
ters were very well attended con- 
sidering the extremely cold weath- 
; er. The World's Day of Prayer 

! will be observed on Friday. Febru- 
jar.v 20. 

Pie. Jack Ball has returned to 

Camp in Newfoundland, after a 



I* cake short, and thev made «f»™te«l«W P«*f «* " is home, at 
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Walnut - View 
Rendezvous 

Mulock's Corners 



DON GILKES 8 HIS RHYTHM MONARCHS 
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Old Time and Modern Dancing 
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EVERY FRIDAY EVENING 
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Don't be Condemned 

to 



bor Health 
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FOOT NEGLECT 




If It's Shoe Correction 

IWE DO 

GiiArantoed Results or No Charge. 

SKATES 
SHARPENED 

ON LATEST AND BEST EQUIPMENT, 
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Vaughan and Mr*. Vail: pres., Mrs 
\V. E. Morton; vice-pres., Miss Joy 
Marritt, Mrs. S. Purely. Mrs. E. 
Winch ; sec. record. Mrs. Frank 
Marritt. assistant, Mrs. I). McOen- 
erty; corr. sec, Mrs. Austin Hunt 
ley ; treas.. Mrs. George White ; 
sec. of Christian stewardship and 
finance. Mrs. Jud Cole, Mrs. Peel. 
M is. Friend Morton ; associate 
helpers sec, Mrs. O. M. King,. Mrs. 
J. Cole. Mrs. Harold Wilkinson, 
Mrs. Art King; community friend- 
ship com., Mrs. W. Davison, Mrs. 
Cecil Grant, Mrs. W. Vail. Mrs. I> 
Mahoney; supply sec and com., 
Mrs. John Baines. Mrs. Cecil Grant 
Mrs. George Hamilton; missionary 
monthly, Mrs. Gordon Lapp; tern 
pe ranee and Christian citizenship. 
Mrs. P. Winch; sec. Baby Hand 
Mrs. Vaughan, Mrs. liolborn: miss 
band, Miss H. Smith. Miss Bessie 
Henry; pianist. Miss E. Gilroy; 
press sec. Mrs. W. Vail; auditors. 
Mrs. Mahoney and Mrs. O. M. King 

The 'January supper of . the 
Women's Association of the Kes- 
wick United Church hold on Thurs- 
day. Jan. 8, was a very happy oc- 
casion for all who attended, hi 
the afternoon the Women's Associ- 
ation had held a joint meeting with 
the Women's Missionary Society, 
which was largely attended. The 
ladies who so capably managed 
the supper arrangements wero 
Mrs. J. Haines, Mrs. D. McGen- 
erty. Mrs. Arthur Pollock and Mrs. 
Austin Huntley. The committee in 
charge are to he congratulated on 
the appearance of the tables, bright 
with yellow paper daffodils and 
evergreens, and especially on the 
bountiful delicious hot supper 
served to the fine number present 

A concert followed, at which Mr. 
William Denison was chairman. 
Mrs. Harold Pollard played the 
piano for the hymn which opened 
the concert. Between the selec- 
tions which followed. Mr. Davison 
told a number of humorous stories 

The children had a prominent 
part in the program. They seemed 
happy to entertain and the audi- 
ence was delighted to hear.them. 
Phyllis Rye gave a piano solo. 
Marjorle and Tsobel Peters sang 
two patriotic songs accompanied 
by Mrs. Bam Pegg. Ix>rne Main- 
prize played the piano. Marlyn 
Rye sang a Cowboy song, accomp 
anied by her sister, Phyllis Rye. 

Mrs. Ernest Morton gavo a time 
ly short recltatton for the children 
on using our pennlos for war sav- 
ing stamps. 

Mrs. Jackson then gave a most 
entertaining talk on her work as a 
telephone operator In a large tele- 
phono centra! office. Rome of her 
experiences were very funny. She 
also gave many helpful hints on 
the correct use of the telephone. 
She advised her hearers to speak 
very distinctly and at the proper 
distance from the mouth-pieco. 
She advised them also to give cen- 
tral time to answer their call, as 
central might have many calls to 
answer at the rush hour. 



The first o/ Laskay Institute 
euchres was held in the hall on 
Jan. S. First prizes went to Isaac 
Boys and Laura Chi bine: second 
to ft Juliet and Mrs. Neil Mulloy. 
January 23 is the date of the next 
euchre. All proceeds for Red I 
Cross work . Ladies provide lunch. 

Mrs. Archie Cairns of Guelph 
was buried in Tenth Line cemetery 
on Sunday, Rev. Mr. Atkinson in 
charge. '[■ 

Mr. William Carlisle of Western 
Canada called on old friends, in* 
eluding his former teacher. Walter 
Rolling. Mr. Carlisle lived form- 
erly at Khighorn. : 

The inaugural meeting of King 
Township Council was held at JSUI 
ton's Hotel at Schomberg on Mon- 
day. January 18. "all members pre- 
sent. Meetings were planned for 
llrst Saturday of each month. 
Among other items of business, 
Schomberg Women's Institute be- 
gin 1.942 with six mouths' room 
rent prepaid, and a nice balance on 
hand. They are planning the pur- 
chase of a dozen folding chairs for 
Institute rooms. A euchre will be 
sponsored in aid of the Library 
Fund, and a Red Cross quilting In 
the near future. 

The annual Installation of ofAc-. 
ers in Rohertson bodge, A.F. and 
A.M.. Xo. 2!)2, G.R.C., was held in 
King Masonic Hall January . 7. 
Sixty members and visitors from 
Toronto and district lodges wit- 
nessed the ritual. Installing master 
was R.W. Bro. T. R. W. Black of 
Toronto.' Assisting were R.W. Bro. 
W. B. Channon. U.D.. G.M., of Gale- 
don East! RAV. Dm. Carl Stodd- 
aid. P.D.D.. G.M.; R.W. Bro. I. B. 
Musselman, P.D.D., G.M. of Maple. 
Officers for 1942 are: I.P.M.. C. K. 
Walkinglon; Wor. Master. Bro. 
Charles Hately; Sen. Warden. Bro. 
Had wen McQuarric; aim. Warden. 
Bro. Dan Smith; Chaplain. W. Bro. 
Geo. Hateiy: Treasurer, W. Bro. 
W. J. Burns; Secretary, V. Wor. 
Bro. F. R. Boys; Sen. Deacon. Bro. 
A. Wells; Jim. Deacon, pro. A 
Gordon; 1. Guard. Bro. Alex. Mc 
Galium; Sen. Steward. Bro. W. 
Bayllss (not invested); Jun. Stew 
arcl, Bro. W. G. Jennings: Tyler 
Bro. Fred Willis; Assistant Tyler, 
W. Bro. D. M. Ross; Auditors. Bro. 
M. Beynon, Bro. Ray Jennings; 
Director of Ceremonies,, W. Bro. 
Robert Hollings worth. 

For tho program and bano.net W. 
Bro. C. K. Walklngton was Mastor 
of Ceremonies and proposed the 
toast to tho King and Craft. Wor. 
Bro. Holies gavo tho toast to the 
Grand Master and Grand Lodge. 

By-laws ro appointments were 
passed by tho township council on 
January 12: Board of Health, Dr. 
A. F. Kay, Dr. M. K. Dillane. Reeve 
MacMurchy and Arthur McCutch- 
eon; Sanitary Board, Messrs. G. 
Fox and W. Bovalr; weed Inspect- 
or and. truant officer, A. Wellesley. 
It was rioted that approximately 
160 pupils throughout the townBhlp 
are liBted In continuation and high 
schools. Attendance to Bradford 
high school has increased consld- 



. . / 



erably over former years, with an 

Increase in Holland Marsh popula 

Uon. j 

Northview Orange Lodge No. 20, 

one of the oldest county lodges, re- 
cently, elected officers: Jas. Mor- 
ion, Wor. Master; John White, 
Deputy Master; Hugh j Hamilton, 
Secretary; J. Gould, Treasurer; 
Jack Archibald, Financial Secre- 
tary; Stanley Proctor, ! Marshall; 
Harry Gould, Chaplain. Six mem- 
bers are serving with the armed 

forces. .* | 

Mr- Clifford Harman, an ei-pupli 
of Kinghorn school, is an, Alderman 
of Oshawa, Ontario. j 

The material for clothing for 
British Bomb Victims has meant 
an average monthly expenditure of 
$100 for King Township] Red Cross 
branch. Cash donation lo the cen- 
tral organization for the purchase 
of medical and food supplies for 
bomb victims, prisoner-of-war par- 
cels and for the building and equip- 
ping of hostels for our troops over- 
seas, has been part of the branch 
effort. Funds to carry on will 
come from membership, renewal 
and each member is asked to remit 
his donation to a member of your 

I 

local executive, or to the treasurer, 
Mr. E. Smith, Schomberg. N'> 
county-wide appeal for ■ funds ha*. 
been made, so no canvass has beo'u 
carried out in this township. Co- 
operation from each members will 

be a fine response to 'the caus.-. 

King United Sunday school held 
its annual meeting last \veek. Re- 
ports showed a very satisfactory 
year; 70 years of continuous ser- 
vice. Fifty dollars has been in 
vested in war savings certificates 
by teachers and scholars. 

The officers and teachers elected 
are: Superintendent, John Dew; 
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TRY OUR 






FULL COURSE MEALS 
40c - 45c and 50c 



OR DROP IN FOR 
AFTERNOON TEA OR A 
TASTY SODA 




RESTAURANT 

80 Main St. Newmarker 
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secretary. Roy Richard 
er, Ross Folliott; Bible 



: treasur- 
Class tea- 



cher, Frank Gambriel; Cradle Roll 



as president; Mrs. Lyman Davis as 
secretary, and Mis. Wm. Davis as 
treasurer. s ( 

St. Andrew's Presbyterian W.M. j 
8. at Strange realized greater mis-! 
sionary givings in j 1941. and still] 
have a substantia 1 balance for lo 
cal work. Practising talent build- 
ing, members enjoyed more than 
monetary values. Mrs. Charles j 
Hl:uu i.s the new president with ' 

Mrs. R. Farren supporting vice- 
president; Mrs. J. Gillies, treasur- 
er; Mrs. F. Dove. W- A. treasurer: 
Doris Hollinsheud. secretary; (Mad 
Tidings. Mrs. Krn Holliushead; 
supply. Mrs. (fray and Mrs. Dove; 
committee. Mrs. Usher and Mrs. 
McClure. \t 

Officers for 1012 iu King United 
W.M.S.: Mrs. Jas.' Patton. presi- 
dent; Mrs. Win. Carson, vice-presi- 
dent; Mrs. C. Campbell, secretary: 
Mrs. J. Xorris. corresponding sec- 



firer? continue: Mrs. Jas. Paxton, 

president; Mrs. A. Harmon, vice- 
president; Mrs. Roy Folliott. sec- 
retary: and Mrs. J. Umehara, trea- 
surer. 
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superintendent. Mrs. Xeil Mac-jretary; Mrs. John Dew. Sr. treas 
Murchy; senior girls. Mrs. Harvey : urer; convenors. Mrs. J. M. Wint- 
Folliott; Sr. boys', Harvey Folliott- . er. Christian stewardship and t\n 
Intermediate girls. Hilda Patton; jance: Mrs. H. Hambly, teuip.ir- 
Intermed. boys. Bverette Will-: ante; Mrs. W. Crossley and Mr.*, 
shire; junior girls, Marion DennisM B. O'Brien, '.missionary' monthly; 



is, Marion t 
on; jr. boys, Mattie Hambly; prim 
ar>\ Mrs. John Dew; beginners 
Annie McBride. 

Tempera nee ville Sunday school 
elected officers and teachers re 
cently. and heard goou reports 
Superintendent, .Millie lUmehara;! 



secretary, Edna Folliott: 
Aubrey Lloyd; intermed 
er, Millie Umehara; jut 
Ed. Paxton; .beginners, 
man. 

Tenth Line Presbyieri 
report $50 . missionary 
Miss Annie Cairns ret; 



treasure.! 
ate teach 
iors. Mis 
Mae Har 



i 



•associate secretary, Mrs. (». H. 
Stone. '• -j 

Satisfactory -annual reports were 
presented. j .;. . 

'. TeniperaneeviUe ! United W.A. 

raised $489.05 and j have a balance 

of $120.G9, To war charities they 
: ?ave $71.45. .Officers fleeted are: 
j Mrs. K. . Beynon, president; • Mrs. j fcj OU t mar L<»» 
I Dais Can-. Mi*. .Wj -Lloyd; Mrs. F ! RewmarHcl 

Wilkins. vice-presidents: sec.- 
i ireas., Mr>. \V. fi. lomtihgs: Mrs. 



BUSES LEAVE NEWMARKET 

FOR TORONTO I 

d 6:25 a.m. d 7:35 a.m. 

8:35 a.m. d11:45 a.m. 

12:50 p.m. d 3:10 p.m. 

4:30 p.m. c 6:25 p.m, 

8:10 p.m. 10:00 p.m. 

FOR SUTTON 
8:35 a.m. 
a 2:35 p.m. 
b 3.25 p.m. 

6:55 p.m. 
a— Sat. only: b— Daily except Sat., 
Sun. and Hoi. 
c— Fri. f Sat.. Sun. and Hoi 
"..d — Daily except Sun. and Hoi. 
(Eastern Standard Time) j 
Tickets and Information at 

KING GEORGE HOTEL 



one 300 



in W.M.Sl Jno. Jennings. Mr.s. Wi Lloyd and 

Mr» ; , Jas. Paxton. flower and visit- 
;:n* comrniuoe. In the W.M.S. of- 



allocation 
iu? oft'k 




i 



A 



\ 



r?^$0h W 



\ ■ ~^~*- ■ 



TV 



/■:.--' 



&• 



■j. 



SU 



P 



Y 



I 



is 



JAr& 



'.♦ - 



do* 



& a& 



v££ 









;VL-"^-1 % 






w 



r - 



'»■&&■ 



v^j 



:* 






lo* 



^\w. 



v .• y * 



m 



j**** i 



tt":* 



..v 






J 



m 



M 



*/. 



h6( 



■< » 



T>-t 



;W3i 












,-i-L 



.-?-: - 



ID 



Boa 



\fi» 



a» 



* f 



V' 



/A 



tttMB 



»bo 



I&ft 



do i 






*£%\ 



tbi» 



o-< 



i*-'.w 



ot 



.l&cto 



*&& 






'OIL-* 



I 



f * 



W; 



■*v# 






a^ 



d*»» 



&9 01 



o^ 



eft* 



o^° 



tco 



voo 



bV 



•*«*» 



»*' 



a# 



v^^ 



At* 



\ k- 






. r-i-- : ; 



S i' * ni**' 



* V 



&q° 



Si 



^wrfil* ^ 



toV^ 



. ? ■ - - * 



• , f-. 



* T*T 



'^ 4 









ov 



off 



BC 



t»V> 



<jJ* x 



M 



\pt 



o^ x 









,^TV 









7\ 



l-*a 



I 

■7*u. 



•*&A» ^ 






lo 



to 



A»V' 






V* > 



r-* 



*&*<l 






-r-^> 



•:^-- 



****\ \'- 



£* 



* - 



*y\ 



y 



: ..m 






k",l,f *L 



. T \* 



;vv-/.:>/> 



&Vj 



m 



U 












^ 



U'littT ' ' 



O--:- 



- --7 






■■ ■■*::■-»-* - 



1*^-1 -. 



f f/? 



t*~\* 



r+:$ 



m 






'-> -* ■ . 



'.**{ ~ 



m-rm^ 



_r 



AP 



v * . 



- * 



* -"-♦*: 









FOR COLLECTION— TELEPHONE 
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News and Views of People and Thing 8 fay Isabel Inglis Colvllle 



| People 
Mr. Bastedo has kindly consent- 
ed to speak at the next meeting ol 
tbe Women's Institute which will 
be held at the home of Mrs. James 
Hope on the afternoon of Wednes- 
day, January 21. The meeting Is 
under the convenorshlp of Mrs. 
Ewart, who heads the group whose 
purpose is education, and in this 
subject, 'Mr. Bastedo will 6peak. 
The roil call will be ''Name a Book 
and the Author which you have 
read in the past year. Current ev- 
ents will be given by Mrs. L, Rose 
end the music is in charge of Mrs. 
J. Hope. All ladles will come pro- 
vided with needles and thimbles, 
and as many as can with the quilt 
blocks 1$ ins. by IS ins., which 
they were asked to make up. using 
a foundation of flannel, flannelette 
or any substantial material, and in 
this crazy quilt fashion sewing 
smaller pieces. It is hoped there 
will be a goodly number present. 
J was asked to include the follow- 
ing item: ; 

An interesting programme has 
btK'ii planned by members of Pine 
Orchard ■ Community Club under 
the leadership of Mrs. Fred Reid 
for the meeting on Friday. January 
30. a? ike home of Mr. and Mrs. 

Jesse Lundy. 

The crokinole party under the 
auspices of 'the Bogarttown Com- 
munity Club held last Friday ev- 
ening, was a very pleasant social 
event, well attended and well en- 
joyed. 

A social evening and good pro- 
gram will make the evening of 
January 23 ;a pleasant one. On 
• that occasion Bogarttown Com- 
munity Club will entertaiu Pine 
Orchard Club with the visitors 
providing the program.- 

Mi. and Mrs. h. J. Harper an- 
nounce thej engagement of their 
daughter, Gladys 'Bmma Margaret 
to .Albert Arthur Ridley, youngei 
Fon of Mr. jind Mrs. Alvin Ridley. 
" the marriage to take place quietly 
.the latter part of January. 

j Things 

m ['Puddings" 
These past days, when winds are 
howling, and one feels inclined to- 
wards growling at the fuel we 
have to feed stoves that monsters 
are. of greed. Fill them till they 
almost burst, then the one you fill- 
ed the first gapes at you with emp- 
ty jaw t an Insatiable maw. Appe- 
tites in days like these, need more 
food f to them appease; puddings 
more substantia) make, surely 
% they're not hard to take. 

There is one I like full well, and 
of It, I'm going to, tell. Ginger 
pudding was its name, but when 
threat of war, there came, we had 
.to change that pudding's* name, for 
preserved ginger we ne'er found, 
though we covered lots of ground. 
But back to pudding let us turn- 
it really is jnot one to spurn. 

Of shortening—one half cup. but 
small, brown sugar, thr?e quarters 
cup, that's jail; one half molasses 
dark, one [small teaspoon soda. 
park, in a ijttle boiling, water, beat 
two eggs then, with a beater; one 
half cup of sour milk add, but if 
it's not to >>e had, use sweet milk 
and baking powder, you will find 
it quite in ^rder. Add two cups of 
flour, well sifted, and with raisins, 
if you're gifted, add a half cup of 
the same*, <m* some peel will change 
its name. Steam it for about twr 
hours, compliments will come In 
showers. For a sauce with it to 
eat, here tsf one that can't be beat. 
A half cup Jight brown sugar place, 
in a saucefpan for a base, blend 
with two teaspoons of flour, till its 
just a light brown shower. 
■ ^Add then, one teaspoon of butter 
and a very little water. Mix It 
well, then In you pour half a cup, 
or maybe more of cold water or of 
milk, mix It till its smooth as silk, 
bring it to the table — see, if with 
me you don't agree, that it makes 
a tasty dish, Just the sort that you 
would wish, for these windy, dreary 



days, when sky and earth are 
shades of greys. I think that I for- 
got to tell, that Quantity will servo 
eight, well. 



HOLIDAYS IN 1942 



Good Friday April 3 

Easter Monday April 6 

Victoria Day Monday, May 25 

King's Birthday Tues., June 9» 

Dominion Day Wednes., July 1 

Civic Holiday Monday; Aug. 3 

Labor Day Monday, Sept. 7 

Thanksgiving Day .. Mod., Oct. 12* 
Remembrance Day .. Wed.. Nov. 11 

Christmas Day Friday, Dec. 25 

•Probable date. 



Soldiers in ancient Greece used 
sponges to pad their helmets. 



HOPE 

Mrs. Lome Ganton spent Satur- 
day in Toronto. 

&r. and Mrs. Ross Boyd and 
family, and Mrs. Esther Boyd, Or- 
Mia, were dinner guests on Sunday 
at Mr. S. Boyd's. ; 

Mr. and Mrs. G. W. Fairbarn 
and baby were Sunday supper 
guests of Mr. and Mrs. D. B. Stiok- 
wood. - 

Among the Sunday visitors at 
Mr. and Mrs. Arthur Edwards' 
were Misses Dorothy and Edna 
Edwards, iXewmarket, Mr. Roy Ed- 
wards, Toronto, Mr. Everton (Roll, 
ing. Mount Albert, and Messrs. A. 
Linstead and H. Breen. 

Mr. and Mrs. Ross Smith, Barrie, 
visited Mr. and Mrs. S. Pegg on 
Sunday. 

Among tnose who visited Mr. 
and Mrs. S. Boyd on Sunday were: 
Mr. and Mrs. Harry Longhurst and 
Betty, Mount Albert; Mr. and Mrs. 
Dick Dewsbury. Toronto, and Mr. 
Verne Pegg. 

Miss Amy Gibson, Pickering, 



GLENVILLE 



Our new teacher, Mr. Rohert 
Carson of Dundalk, commenced his 
duties on Tuesday morning. We 
wish him success. 

Mr. Allan Gould' of Toronto and 



was home for the w.eek-end. 

Miss Ivottie Tansley, Toronto. 
spent the weekend with Mrs. Auley 
Brenair. 

iMr. Will Fairbarn and Miss 
Maud Fairbarn spent Saturday ev- 
ening with Mr. and Mrs. Auley 
Brenair. . 

Miss Joyce -Brenair spent the 
weekend with Miss Grace King. 

Miss Lillian Pegg had tea on 
Sunday with Mr. and Mrs. Edgar 
Pegg. 

Mr. and Mrs. Geo. Williams and 
family had tea on Saturday with 
Mr. and Mrs. Geo. Broderick. 

Church services will be held as 
usual. Church 3 p.m. Sunday 
school 2 p.m. Everyone being wel- 
come. 



Misses Jean and Evelyn Boyd 
I spent the weekend with Mr. and 
Mrs. William Gould. ! 
. >Mr. and Mrs. William Keffer 
spent last Sunday in Newmarket 
with Mr. and Mrs. (Lome Keffer. 

Mrs. Cecil Wray is spending a 
week with her daughter, Mrs. 
Robert Shaw of Mono Road. 

The Ladies' Aid met at the 
home of Mrs. Fred Webster last 
Thursday afternoon and elected 
the following officers for the com- 
ing year: President, Mrs. J. Jeffer- 
son; vice-president, Mrs. Cecil 
Wray; treasurer, Mrs. ! Jim Web- 
ster; sick committee, i Mrs. Fred 
Webster, Mrs. Gordon { Webster. 

•Mr. Gordon Webster is on three 
weeks' holidays. j 

Jack Webster of West Toronto, 
grandson of Mr. and Mrs. Fred 
Webster, is stationed at the New- 
market Military Training Camp. 
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Although Florida entered the 
sponge industry as recently as 
1005, it is now the world's largest 
producer of sponges. 
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Agents for 
BOLTER BROS. 



"BETTER MADE CLOTHES" 



WHITE & SONS 

CLEANERS AND DYERS 
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Tailoring and Men's V/oar 

i 

Phono 160, j ■ 4© Main St. 
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■ J: A. PERKS 

SHUR-GAIN FEED SERVICE 
Dealer for 

NEWMARKET DISTRICT 

HAY - STRAW - SALT - LIME 
Phone 657 Box 315 




TASTY 




SANDWICH - 80FT DRINK OR 

A CUP OF COFFEE 
rtOT BEEF 8ANDV/ICH - 16c 

LIGHT LUNCHES 

HAMBURGS 

and HOT DOQ8 



V/E ALSO SERVE A GOOD 



§€ 



WHITE HOUSE 




Carl Flllce, Prop. 

Main St* I Newmarket 







The Parliament of Canada meets on January 2Ist. The most momentous session In Canadian history begins in a few short 
days. It is your Parliament. The members are the servants of the people, not of any party. They represent every one in the 
constituency which elected them. Each one of them needs your help as never before. Assert your democratic right to govern. 
Tell your member what you think should be done and do so without delay. 



* 



There is one issue which overshadows all others. The Prime Minister of Canada has told us what that issue is. These are 
his own words; "There is only one way to meet total war. and that is by total effort." -]*" We -must maintain the Canadian army at 
full fighting strength." The Leader of British democracy told the people of Canada what total.ef fort means. These were Winston 
Churchill's words: "In this strange, terrible world war there is a place for every one, man and woman, old and young, hale and 
halt. Service in a thousand forms is open. There is no room for the dilettante, for the weakling, for the shirker or the sluggard. 
The mine, the factory, the dockyard, the salt sea waves, the fields to till, the home, the hospital, the chair of the scientist, the 
pulpit of the preacher—from the highest to the humblest, the tasks are all of equal honor. All have their part to p/ay."' 

i t ♦ 

i i 

To fulfil that description of total effort is the first and foremost duty of the Parliament of Canada. The people of Canada 
must be told what part they are to play. They cannot guess. Every man and woman, strong or weak, old or young, must be 
guided by the Government to the post where they can contribute most to victory. \Ve are conscious of the substantial efforts 
made throughout the war by the Canadian Government. We are anxious to assist them in making the vital decisions forced upon 
them by the events of the past few weeks. We do not believe that the people of Canada consider that their Government or its 
leader are in any way bound by undertakings given before the United States entered the war. This is no time for a referendum. 
The responsibility rests squarely on Parliament. The war will not wait. 



i * 



There is only one way to meet total war—by total effort— that is to mobilize a I our manpower and material resources under 
a plan of universal compulsory selective service. Those who can serve best on the farms must work on the farms. Those who 
can ser\;e best in the factories must work in the factories. And those best fitted to serve in the armed forces must be trained, 
equipped, and available for service in Canada or overseas anywhere at any time. That is the only way that our farms, oilr factories 
and our armed forces can wage total war. No half measures are consistent with national honor. ' 



If you agree with that opinion then it is your duty to tell your member NOW that you want him to insist upon the im- 
mediate adoption of such a plan. Tell him that you want the business of government brought into Parliament where it belongs. 
Tell him to inform Parliament, and through Parliament the whole of Canada, that the! people of his riding advocate and will sup- 
port any measures, however drastic, which -will assure the last ounce of effort of which they are capable. To Canada's Parliament, 
which meets in a few short days. Mr. Winston Churchill said this: "The enemy has asked for total war. Let us be sure that he gets 
It. Tell your member in the short time which still remains that you want to be suije that we do wage total war and that you 
want him to say so in your behalf on the floor of Parliament. ! ' 

I ■ ; • | 

There is an added reason why you must act immediately if you believe that democracy is government by the perJple. List 
week. President Roosevelt told one hundred and thirty million people of the United iStates where their armed forces are going to 
fight in this war. "As our power and resources are fully mobilized, we shall carry] the attack against the cnemy~*we shall hit 
him and hit him again, wherever and whenever we can reach him." We are partners with the United States in this struggle. We 
signed a pact binding us to a common effort. National honor and the safety of our people demand that every man who wears the 
uniform of Canada be ready at all times to go overseas to hit the enemy wherever and whenever he can be reached. 
shameful travesty of justice it would be if we approved of unity of military, command and failed to establish unity of sa 
tween nations. Canada's honor is at stake. 



What a 
crifice be- 



■ 



The Committee for Total War urges you to act without delay. Send your member a telegram, a letter or a 
postcard at once. This is your most important task. Your member represents you no matter what your party may 
be. He is your voice in Parliament. When you put xlownthis newspaper, act at once. If you agree with the opinion 
supported by this Committee, say so. 
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O. K. Alyea. Trenton. 

Miss Joan Arnold). Toronto. 

T. K. Ashbaugh. Tlllsonburg. 

A, BaftgS, Concord. 

Col. E. A. Baker, Toronto. 

Dr. H. W. Baker. Woodstock. 

Kobert Barber. Preston. 

John Barker. To/onto. 

A. F. Bastedo. Bracebrldgt. 

James Baxter. Toronto. 

Mowal Beattte, Sutton. 

Mr i. Fred Bell. St. Thomas. 

E. W. BlckUv Toionto. 

F. C. BIkks, Dundas. 
Dr. Grant Bird. Oshawa. 

Col, Arthur L. Bishop. Toronto. 

Dr. William Boyd. Toionto. 

Dr. G. K. Boyer, Toronto. 

W. K. Breckon. BuillnKton. 
Everett Bristol. K.C.. Toronto. 
Duncan Bull. Brampton. 

Mrs. Krie Burgess. St. Thomas. 

J. G. Burt, Llstouel. 

C. I- Burton. Toronto. 

Mrs. Herbert Bruce. Toronto. 

Dr. G. Stewart Cameron, Peterboro. 

Wallace Campbell. Windsor. 

Mm. Wallace Campbell. Windsor. 
Dr. W. J. Chapman. St. Catharines. 
Mrs. W. F. Chnrterls. Chatham. 

G. I. Christie. Guclph. 
W A. Cocfcshuli. Smiths Falls. 
Dr. II. J Cody. Toronto, 
John Cowan. Sarnla. 
J. II. Cranston. Midland. 



Dr. J. L. Crowe. North Bay. 

John Curtis, Toronto. 

Edward Davles. Wallaceburg. 

Aubrey Davis. Newrnutket. 

Elmer Davis, Kingston. 

K. E. Deacon. Unlonvllle. 

T. R. Dent, Woodstock. 

Mrs. J Detwiler. London. 

D. T. Dlplock. Peterboro. 

R. L, Dobbin, Peterboro. 

William A. Dryden. Brookli/i. 

VV. H Drynan, Hamilton. , 

Ernest Duckworth. St Thomas. 

James S. Duncan. Toronto. 
Chas. Dungey, Toronto. 

Mrs. A. W. Kills. Toronto. 

H. D. Ferguson, Port Stanley. 

Win. Klavelle. Lindsay. 

If. G. Fox. St. Catharines. 

Dr. w. K. Gallf*. Toronto. 

P. R. Gardiner. Toronto. 

J. GUI Gardner. Brockvllle. 

Joseph G. Gibson. Toronto. 

D. Gllbertson. Slmcoe. 

Harrison Gllmour, Toronto. 

Dr. Roscoe Graham, Toronto. 

F. W. Grant. Midland. 

Dr. J. C. B. Grant. Toronto. 

Mrs. William J. Green. St. Thomas. 

Mrs. Harry Griffith. St. Catharines 

HuKh Guthrie, Guelph. 

J H. Gundy. Toronto. 

C. H. Hale. Orlllla. 

Mrs. Irving *fall. Toronto. 

Dr. F. W. Hall. Chatham. 

G Hancock. Gait. 

C, R. Harrison. North Bay. 

Dr C. A. Harvle. Orlllla. 

T. I.. Hay. Woodstock. 

Mrs. W. B. Horklns. Toronto. -.. 

Dr. H. O. Howltt. Guelph. 



E. J. Hosaek, Woodstock. 
Chris. Huxhes, Peterboro'. 
Mrs. Anna L. Hynes. Toionto. 
Gordon Ingram, .l-ondon. 

R. G. hey. London. 
Geo. W. James. Bowmunvllle. 
G. Elmer Johnston. Brockvllle. 
H. V. Johnston. TlllsonburK. 

J. L, King. Gall. 

Ford S. Kumnr, Waterloo. 
Dr. ||, M Lackncr, Kitchener. 
Mrs Gertrude D. Lang, Gait. 
I /wis Lang, Kitchener. 
W. B. l.auKhlen. Toronto. 
Dr. Smlile I-awson. Toionto. 
Geo. W l,ec. North Bay. 
N. L. I.esueur. Sainln. 
T. H. UwtS. Welland. 
Mis. Mary Lloyd. CobourK. 
II. E. LonK"'otth. Woodstock. 
Mrs. Lynch-Staunton. Hamilton. 
D. C. MacUtrhlan. Toronto. 
Hayden Macdonnld, Oshawa. 

F. G. Mackay. Owen Sound. 
D. F. MacLaren. Barrie. 

Sir Ernest MacMlllan. Toionto. 
W. R. Marshall, InKcisoll. 
Gordon Matthews. Peterboro'. 
Mrs. R. C. Matthews. Toronto. 
D. L. McCarthy, Toronto. 
J. J. E. McCukuc. Alllston. 
George McCullagh. Toronto. 
HuKh L. McCulloch. Gait. 
R. 6. McCulloch. Gait. 
John F. McDonald. Woodstock. 
L. M. McDonald. Port Colborne. 
R. P. McDonald. Toionto. 
Mis Clnrn F. McEnchren. Toronto. 
Dr. A. J. McGanlty. Kitchener. 
Dr. James H. McGarry. Niagara F 
T D'Arcy McGce. Ottawa. 
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H. McKImm, Smiths Falls. 

J. A. McNevln, Chatham. 

J. Ivan McSloy. St. Catharines. 

S. E. MeTavJsh. Oshawa. 

Mrs. M. L. McWhlnney. Toronto. 

Major-Gen. the Hon. S. C. Mewburn. 
I Hamilton. 

Mrs. Maud Millar. Hamilton. 

W. S. MIddlcbro, Owen Sound. 

Mrs. Lionel Mlllen. Burllneton, 

G. M. Miller, Sudbury. 

OeorKe A. Moore. Toronto. 

S. A. Morse. Chatham. 

James V. Murdoch. Toronto. 

Paul Myler. Hamilton. 

N. L. Nathanson, Toionto. 

Mrs. Ryland New. Oakvtlle. 

II D. R. Newby. Toronto. 

Fred K. Morrow. Toronto. 

Dr. John A. Ollle. Toronto. 
Com. Oirnes. Toronto. 

Rev. Stuart C. Parker, D.li.. Toionto. 

Dr. John R. Parry. Hamilton. 

G L. Parsons. Goderlch. 

J; K. Perrett. SlmcOc. 

Gordon F. Perry, Toronto. 

Colonel Eric Phillips. Oshawa. 

W II. Preston, Brantford. 

Dr. G. A. Ramsay. London. 

Jphn ColllnKwood Reade. Toronto. 

Robert H. Reld, London, 

R K. Reiner. Wcllesley. 

tit Rev. R. J. Rcnlson. Toronto. 

Harmon E. Rice. Huntsvllle. 

Dr. D. E. Robertson. Toionto. 

Dr. C. C. Ross. London 

Ji Allan Ross. Toronto. 

W. J. Russell. Unlonvllle. 

W H. C. Ruthven. Alllston. 

Slxmunrt Samuel. Toronto. 

Dr. T. ML Snvajw. Guelph. 
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C. Scott. Toronto. 

Charles H. Sclater, Hamilton. 

Wai. II. Sears. Toronto. 

Mis Ernest Sellz. Toronto. 

Mrs. Louts Shannon I.ondon. 

J; R. Shaw. Woodstock. 

Mrs. Ann Shipley. Klrkland Lnk*. 

Harvey Simpson. Chatham. 

Dr. Tom Simpson. CollinKWood. 

Dr. C. W. Slemon. Bowmanvllle. 

Dr D Smith. Stratford. 

Dr. J M. Smith. Beavcrtnn. 

V. R. Smith. Toronto. 

W. H. Somervllle. Waterloo. 

Percy Spackman. Si. Thomas. 

L. B. Spencer. Welland. 
J: L. Slansell. TlUsonburg. 

Dr. John H. Slead. Oakvllle. 
Dr. J. M. Stevens. Woodstock. 
Miss Mabel Stonklcy. Toionto. 
Dr. G. H. Stobic. Belleville. 
C, O. Tatham. Woodstock. 
Dr. II. M. TorrlnKton. Sudbury. 
John A. Tory. Toionto. 
B. A. Trestrnil. Toronto. 
W. O. Tudhope. Orlllla. 
Norman C. Uiquhart. Toronto. 
James A. Vance. Woodstock. 
O. D. vauelian, Toronto. 
Morley F Verily. Brantford. 
J. H. C. Walle. Brampton. 
Harris I. Walsh. SI Catharines. 
(T, C. Wardley. Elora 
[Donald M Waterous Brantford. 
Walker Whiteside. Windsor. 
Di A. B Whvlock. Niagara Falls. 
G. W WlKle Hamilton. 
L. F. Winchell. Toronto. 
Dr. H. M Yelland. Peterboro*. 
[Alan V. Voting. Hamilton. 
Cula "oungi UnionvHle. 



SPACE DOES NOT PERMIT THE PUBLICATION OF THE NAMES OF MANY OTHERS WHO ENDORSE THIS STATEMENT. 
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Thote whott name* appear above include mother$ and fathers of soldiers, sailors and airmen, farmers, work* 
ers in the factories, business and professional men and women of Ontario, who have taken this preliminary 
step to convey to their fellow citizens the course they thinh should be followed in respect to this emergency. 
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If you agree -tear out this advertisement— sign it and mail it today to your memijer. 
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ADVERTISE YOUR WANTS HERE 

8mall Ad. Rate— Fifteen words, Kc for one insertion; two 
insertions 40c;- three Insertions 50c; lo per vrord addi- 
tional* Charged ads. 10c extra, 

4 v 



REAL ESTATE 

£• A. BOYD - 17 MAIN 8T. 

For 8fllo 
Farmt, Houses, Acreages, Lota 

IN8URANCE 

Automobile, Fire & Casualty 



FOR SALE 



FOR SALE — Super-health alum- 
inum set, complete, sacrifice $25. 
Premier vacuum cleaner, $25. 
Phone 684. 1w2 



FOR SALE — Hand-made Archet 
made to order for your foot com- 
fort. Victor's Shoe Shop. Phone 594, 
Newmarket. tf.41. 



FOR SALE — Sisman's better 
work shoes, at Morrison's Men's 
Wear, Newmarket. 

FOR SALE — Heating boilers, 
buzz sawS, large belting saw and 
machine, large band-saw machine, 
self-feed bolting machine for crates, 
double-edger saw mills, shafting, 

boxes, pulleys, belting, turnip cut- 
ter, mandrels, emeries, gas en- 
gines, babbit, brass fittings, one 
box stove. Other machinery and 
repairs. W. E. Rutledge, Newmar- 
ket, Ont. I 4w 

FOR SALE— New Philco and 
General Electric radios; a number 
of reconditioned battery and elec- 
tric sets. Car radios from $15 up. 
Complete stock tubes, batteries, 
etc. Stewart Beare, 113 Main .St. 
Phone 355. 

FOR SALE — Miner's rubbers at 
Morrison's Men's Wear, Newmar- 
ket. 



MISCELLANEOUS 



NOTICE 
The annual meeting of the /ot 
owners of Queensville cemetery 
will be held at the treasurer's of- 
fice at Queensville bn Monday, 
Jan. 19, at 8 o'clock. J. L. Smith, 
Secretary-treasurer, 2w2 

■ WANTED 

WANTED — Girl for general 
housework. Two adults. Good 
wages. Apply to Box 12, Express- 
Herald, tf2 



WANTED — Cashier, must have 
general knowledge of typing. Apply 
with references to Strand Theatre, 
Newmarket. 

WANTED — Dead norses and cat- 
tle, for free pick-up. Phone New- 
market 79. Gordon Young Ltd., 
Toronto. Phone AD. 3636. tf. 



WANTED— 200 cords of soft 
wood or mixed wood, delivered to 
W. C. McCallum, Holland Landing. 

1w2 



WANTED TO RENT — 6-roomed 

house, furnace and bath, good lo- 
cality. Option of buying. Apply 
Express-Herald, Box 31. 1v/2p 



FOR SALE — Yorkshire Sows, 
due to farrow in January. Geo. 
Williams, Phone Mount Albert 
2630. ' J 1wp2. 

FOR SALE — Man's fur-lined 
overcoat, cheap. Apply Alex Eves, 
Cleaners. Phone 419. 



SHEEP FOR SALE — Twenty 
young breeding ewes. Apply to R. 
U. Tate, Holland Landing, phone 
51J2, Newmarket. 



FOR SALE — Pleasure skating 
outfit. C.C.M. extra chromium tube 
skates, rivetted to C.C.M. racing 
shoes. Size 3. Price $6.50. Suit- 
able for man or woman. H. Pat- 
terson, 33 Second Street. 



FOR SALE— 22 Browning Pump 
Rifle, new. Will sacrifice as owner 
in army. Apply 18 Andrew St., 
Newmarket. 



FOR RENT 



FOR RENT— Three housekeep- 
ing rooms, heated, all convenienc- 
es. Immediate possession. Adults. 
7 Queen St. east. I 3wp1 



WANTED — A capable girl or wo- 
man for general housework. Also 
to help with semi-invalid. Sleep 
in. $25 monthly. 45 Lome Ave. 
Phone 53 Newmarket. 



LOST 



LOST — A pair of men's grey 
wool gloves. Kindly leave at the 
Express-Herald Office. . 1wp3 



LOST — An ankle support for 
skates. Finder please leave at Ex- 
press-Herald Office. 

F OUND 

FOUND— Man's suit coat Friday 
night on Wellington Street. Apply 
Express-Herald. 1w. 

SALE REGISTER 



TUESDAY, JAN. 20— Public auc- 
tion sale of farm stock, the pro- 
perty of A. C. Douglas, consisting 
of 20 milch cows, horses, hogs, im- 
plements, etc., at lot 2, near con. 3, 
East GwiHimbury. Sale at 12 
o'clock D.S.T. F. N. Smith, auc- 
tioneer. E. A. Boyd, clerk. No 
reserve as owner is giving up 
farming. 2w2 



TREASURER'S SALE OF LANDS 

FOR TAXES 



FOR RENT— Ski cabin at Glen- 
ville, by week or week-end. Fred 
Webster. Phone 286 W3. tf. 



TENDERS FOR WOOD 

Wood tenders v/anted for S.S. #2 
East GwiHimbury; twenty cords of 
body wood, beach and maple. 18 
inches long. Apply to CLARENCE 
WRIGHT, Queensville, Ont. Iw4p 



"What went his: last words?" 
"He didn't hav* any. Tie was ?. 

man of culture and died trying to 

think how he'd pul it." 

i ^ 

I 

A Scotsman bought two tickets 
for a golden ballot in which the 
first and only prizej was a £500 car. 
When the draw was mad*, the Scot 
won the car. 

Ills friends rushed to his house 
to congratulate him. They found 

him with a long face and evidently 
dissatisfied. 

"Why, what's the matter?" they 
Inquired. 

"Well." answered the new own- 
er of the car. "it's -that second tick- 
et that's troubling !me. Why I ever 
bought It T can't think,*' 



Township of East GwiHimbury 



Treasurer's sale of Lands for 
taxes will be held at Sharon Hall 
February 7, 1942, at 3 o'clock stan- 
dard time, in the afternoon. 

Lists of properties to be sold 
may be had at the treasurer's office 
at Queensville. J. L. SMITH. 
Treasurer. 



A civil engineer, building a rail- 
road in old Mexico, was trying to 
show a native how much the rail- 
way would benefit the country. 

"How long does it take you to 
carry your produce to market at 
present?" he asked. 

"With a mule it takes three 
days'/ came the reply. 

"There you are!" exclaimed the 
engineer. "When this railroad is 
in operation you will be able to 
take your produce to market and 
return home the same day!" 

"Very good, Senor." said the 
.native, "But what shall I do with 
the other two days?" 



"Remember," wrote* the instruct- 
or of the correspondence school of 
journalism, "to write on only one 
side of the paper." 

And by return mall came the fol- 
lowing Inquiry from the new pupil: 
"Which side nhall I writ© on?" 




The following interesting and 
enlightening discourse was given 
by Rev. Arthur Greer of the Con- 
gregational Church at the United 
Church during the "Week or 
Prayer." 

What is democracy, anyway? 

It is an indescribable, intangible 
something we are chasing like a 
soap bubble without actually 
knowing why? 

Could you tell of Us origin? 

Could you enumerate its prin- 
ciples? : 

Could you describe its basis or 
foundation? j 

It is important that every 'British 
and American subject, and every 
man, woman and child in any 
democratic country should know 
these things. 

If we do NOT understand de- 
mocracy, we should look into it 
very thoroughly, for in this om 
day, fine, promising, budding man- 
hood is pouring out its life-blood to 
defend it. And he who fights for a 
Cause he does not understand is 
neither fighting intelligently, nor 
giving his best. It is only when 
n man is gripped in his very soul 
of the RiOHTXESS of a Cause, 
that he fights to the last ounce of 
his strength and will-poWer to de 
fend or promote it. 

In a brief, terse manner, cover- 
ing but a few short paragraphs, let 
me give you the pith and kernel 



of democracy. 

In the first place, would you be- 
lieve that democracy had its hu 
man, historic springs In the north- 
ern portions of that very land 
which is at present using all Its 
might and genius to destroy it? 

It was In the Germanic Province 
of Schleawig, the home of the 
QNGLES, and on the shores of the 
river ELBE down near Its mouth, 
which was the home of the 
SAXONS, that our British democ- 
racy had its Inauspicious begin- 
nings. 

Those people were TEUTONIC, 
and far enough removed from 
Roman autocratic influence to 
strive for a suitable and satisfact- 
ory form of government all their 
own. This they did, and there the 
local councils, with representatives 
of the people, had their start. 

The invasion of Britain by these 
KNOLES & SAXONS in 449 A.D. is 
history which surely needs no re- 
peating here. You recall from 
your school books, that the Celtic 
tribes were slaughtered, or pushed 
back as remnants into Scotland, 
Wales and Ireland. A new D.VOIjA- 
LAJ.YD was founded. These races, 
who had known "Government of 
the people, for the people and by 
the people" were established in 
Britain, and democracy has* always 

had a light there from that time, 
although at times that light burned 




The annual meeting of the Mount 
Albert unit of the East GwiHim- 
bury Red Cross Society was held, 
Jan. 12. Very encouraging reports 
were read. Including the drive, in 
the fall of 1940 for furtds, and those 
raised in 194T, J947.S0 was the 
total raised in this area, and the 
number of pounds of wools knitted 
was 584. The following goods 
were packed for shipment from 
this point in the year: 

52 large quilts, 22 cot quilts, 47 
sleeveless sweaters. 13S turtle-neck 
seamen's sweaters, 59 seamen's 
scarfs. 40 soldiers scarfs, S6 prs. 
18 ins. seamen's socks. 33 prs. long 
seamen's stockings. 120 prs. two 
way mitts, 75 prs. whole mitts, 43 
helmets. 33 helmets for wear under 
steel hats, 271 prs. soldiers' socks, 
13 prs. child's mitts. 29 prs. gloves. 
esven ladies' cardigans. 13 boys' 
sweaters, two baby blankets, one 
shawl. 34 prs. pyjamas. 51 each 
slips and dresses for baby, 17 flan- 
nelette jackets. 31 bonnets, 40 prs 
soakers, 35 jackets. 40 prs. bootees, 
13 prs. baby socks, 58 diapers, and 
$20 for blankets for the bombed 
area. 

Knitting instruction is given 
weekly to both high and public 
schools. 

The entire- slate of officers was 
returned for another year. The> 
are: Pres., Mrs. W. h. Carruthers; 
1st vice-president. Mr. H. Q, 
flames; 2nd vice-president. Hoy l-\ 
Stewart; secretary, Mrs. H. G 
Raines; convenor of work com- 
mittee, Mrs. Robert Wilson. 

The packing for January for the 
Red Cross, Mount Albert unit, con 
sisted of: 11 seamen's turtie-neck 
sweaters, two soldiers' turtle-neck 
sweaters, Ave seamen's scarfs, two 
soldiers' scarfs, 13 prs. whole 
mitts, four prs. gloves, nine prs. 
seamen's stockings. 12 prs. sea- 
men's IS in. socks, seven prs. sold- 
iers' socks, eight prs. children'? 

mitts, two shoulder wraps, one 
child's nightgown, 12 baby Jackets, 
five prs. soakers, three bonnets, 
six prs. bootees, 1G diapers, oilft 
wool kimona and one pr. gloves 
for refugees. 

Pte. uJolm Oliver, who lias been 
visiting his parents for a few days 
has returned to Halifax. 

Mrs. J. Crozier of Cuelph visited 
her parents, Mr. and Mrs. W. R. 
Steeper for a few days. 

At the monthly meeting of the 
Horticultural Society on Tuesday 
night, plans were completed for 
the annual banquet to he held on 
Jan. 21, in the United Church base 
ment. The guest speaker will be 




Every dozen 
eggs your hens 
lay means cash 
in your packet. 
Help your hens 
produce more 
big, sound shell- 
ed, premium 
eggs. Feed them 
Ful-O-Pep Mash. 
It? is a balanced 
ration containing 
lots of oatrncal 
and other ingre- 
dients hens need 
to make eggs. 




Ful-O-Pep Egg Mash keeps heavy producing hens up in body 

V/EIGHT V/HILE THEY WORK FOR YOU. FEED YOUR HENS THE FUL-O- 

Pep Way. That's the v/ay to make -em pay. Order some now. 



Ful-0-Pep Egg Mash N 



Ful-0-Pep Breeder Mash 
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Main St, Newmarket 







Mr. Percy Bone of Thornhill. 

Despite the stormy night there 
was a good attendance at the an- 
nual At Home of the United 
Church Sunday school on Friday 
night. After all there had their 
supper, the children were enter- 
tained by some moving pictures. 
Then Mr. Hughes of the Howard 
Furnace . Company amused the 
children with his big dog Freckles. 
Mr. Hughes had several reels ot 
moving pictures showing many 
beautiful scenes taken during his 
many winters spent in Florida, 
Arizona around the Grand Canyon. 
California and British Columbia. 
Milton Gibney, M. McShane, -Nel- 
son Boded, Robert Stickwood and 
Roy Carr attended the district 
Orange -Lodge meeting held at 
Aurora on Saturday afternoon. 
The following officers for 1942 
were elected: Waster. Wor. Bro. E* 
Arnold: deputy-master. Wor. Bro. 
AJ Oselton; chaplain, Bro. N. Bod- 
eh; rec. sec, Wor. Bro. L. Lee; 
fiii. see., Wor, Bro. Geo. Longnige; 
treasurer, Wor. Bro. J. Hudson; 
mar shall, Bro. R. Stickwood; 1st 
lecU Wor. Bro. J. W. Hirst; 2nd 
led.. Wor. Bro, H. Carr; 2nd dep- 
uty led,, Wor. Bro. M. McShane: 
auditors, Wor. Bro. W. McGerr 
Wor. Bro. J. W. Hirst. 

[The Young Men's Bible Class, 
United Church. Mount Albert, ex- 
ecutive- for 1942 are:. Pres.. Keith 
Stokes: vice-pres., Murray Pegg; 
treas.. Jim Harrison; sec. Kenneth 
Case; executive members. Doug. 
Price, Irwin Morles, Murray Hut 
ledge, Ben Sinclair. 

(The results of Young Men's Bible 
Class Bowling League for the 
month of January: Easterners, 
1;187; Town, 1.315; Xortherners, 
lj24«; Westerners. 1.199; South- 
erners, 1,151. The high bowling is 
credited to Ronald Willbce of the 
Rasterners. 

Mr. Gordon Lehman spent Sun- 
day afternoon with his family in 
Toronto. 

There was a well filled church 
Sunday evening at the United 
Church at the blackout service In 
charge of the Young Men's Bible 
Class. Pte. Harold Cornish of the 
permanent staff of N'ewmarkel 
training camp was the Kiiest 
speaker. Mb subject was "Peace 
and Righteousness." Pte. Cornish 
Is a speaker worth hearing. He 
also sang two beautiful solos. The 
loose collection at this service 
went to the fund for comforts for 
members overseas. 

Mrs. M. Little Is recovering from 
a severe heart attack suffered on 
Tuesday afternoon. 

Mr. W. Draper and Mr. Lyman 
Pearson spent Wednesday after- 
noon In Toronto. 

Mr. The*. Allison spent Satur- 
day with his son, Ronald, at Holt. 
Mr. and Mrs. R. Boag. Miss 
Janet Boag and Mr. Murray Case 
wont to Aurora to see "Smiling 
Through" on Monday ovenlng. 

Mrs. A. Case, who is in New- 
market, hospital, Is not so well, 
having had a stroke last week. 
, Mr. Will Morton spent Monday 
In Toronto. 

I Mr. and Mrs. Dawson Dike and 
Miss Marian spent Wednesday in 
Toronto. 

I Miss Margaret Ross of Toronto 
Wag at her home hero for tho 
weekend. 

J Mr. and Mj\s. Norman Wilson of 
'Toronto spent the weekend at Mr 
and Mrs. Robt. Wilson's, and Mr. 
and Mrs. R. R. Davis'. 

Mr. C. Paisley of Toronto was 
homo for the weekend; 

Mr. Fred Franklin of Pleton 
spont the weekend at his homo 
hero. • 

Mr .and Mrs. R. L. Broad and 
Bobby of Toronto spent the week- 
end with Mrs. Broad's parents, Mr. 
and Mrs. F. Franklin, 

L.A.C. Morlcy Case and his 
friend, Mr. Phyl Arkas of tho 
R.G.A.F., Toronto, spent ,tho week- 
rend at his home horo. •; 

Mies Marlon Gibney, teacher of 
tho Junior room of tho public 
school, la home 111 with tonsilitla. 



so low, that Jt almost flickered out. 

In the Celtic races of Britain, 
there was also a distinct democrat- 
ic strain, which had its beginnings 
in the Annals and influence of 
early Greek democracy. 

Celtic life blossomed in far East- 
ern Europe, moved steadily west- 
ward long before the day of Roman 
domination, settled largely in Gaul, 
but overflowed also into Britain; 
and. the only trace that our present 
day language retains . of them is 
the "Gaelic" for they were the 
Gaels. However, Rome over-ran 
Britain as Germany has lately over- 
run so many small countries, and 
the seed of Celtic democracy lay 
dormant for four centuries. 

To afflict you with a resume of 
history, even with a view to trac- 
ing the budding and blossoming of 
the democratic flower, would be a 
lengthy task, and an unnecessary 
one. But from the sources I have 
described, this idea, or IDEAL of 
self-government, sometimes refer- 
red to as the "Anglo-Saxon Im- 
pulse" continued to command itself 
all through the years. 

Despotic 'Plantagennets, Auto- 
cratic Stuarts and luxury-loving 
Hanoverian kings did all in their 
power to crush it. At times, it 
looked as if they came dangerously 
near success. *~ 

But they did not succeed. They 
COULD not succeed! Here are 
the reasons: — 

LIBERTY— the right to choose, 
and exercise your own will, is the 
fundamental desire of every nor- 
mal human being. 

LIBERTY— of mind and spirit 
and action, is absolutely essentia! 
to moral character, for pawns iu 
the hand of the despot have not 
enough choice or freedom to be 
wilfully moral or immoral. 

Thirdly— LIBERTY is the right 
of a free people to govern them- 
selves— AND SUCH GOVERN- 
MENT IS DEMOCRACY. 

Let the King Charles*, the 
Georges and the ruthless Johns 
try to kill such a lively germ as 
this fundamental principle. Let 
them! They may hurry it iu the 
ground, but Crom wells. Washing- 
tons, Patrick Henry's, Pitts, Peels. 
Lincolns, Roosevelta and Churchills 
will see that the seed is watered, 
and allowed to grow and flourish. 

Men will sum up Our way of iiv- 
|ing in a terse phrase like that ot 
Patrick Henry's — 

"Give me liberty or give me 
death." and the hearts of demo- 
cratic people will suddenly grasp 
the meaning of democracy; it In 
turn will grip them, and for its 
preservation, they will fight to the 
death or to the victory. 

Democracy i s freedom. Actually, 
it had its roots in the spoken Word 
and Will of God. as He gave men 
active minds and the right and 
power to choose between good and 
evil. Therefore, he who champ- 
ions the way of democracy or free- 
dom, champions (he way of God. 

And he who opposes it. opposes 
God. 
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ONTROE, 



instruction* to Canadian Employers and 
Employees concerning the Wartime Wages 
end Cost of Living Bonus Order. P.C 8253. 

THIS Order of the Dominion Governments 
which under the War Measures Act stabilises 
wage rates and requires employers to pay a coat 
of living bonus — provided for the establishment 
of National and Regional War Labour Boards 
to administer the Government's policy. 

National Employers 

Communications from employers and employeeo 
in the following employments should be address- 
ed to the Secretary, National War Labour Board, 
Ottawa; 

(1) the operation of linea of steam or other ships, railway*, 
Canals or telegraphs, including all services ancillary 
thereto, connecting any province with any other or 
others of the provinces or extending beyond the limits 
of the province; 

(2) the operation of any system of air, bus or truck trans- 
portation connecting any province with any other or 
others of the provinces or extending beyond the limit* 
of the province; 

,3) the operation of any electrical power or transmission 

works connecting any province with any other or others 

of the provinces or extending beyond the limits of any 

province, or serving two or more provinces: 
A) mining; 

J5) the operation of any shipyard; 

.6) all undertakings located in the Yukon or Northwest 
Territories. 

Regional Employers 

Employers and employees in employments other 
: than those above designated should address their 
communications to the Regional War Labour 
Board in care of their respective provincial 
governments. 
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The Order provides that no increase or 
decrease in a basic scale of wage rates may 
be made by any employer. Violations of 
tills Order are subject to penalties. 
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Extracts from the Order and the Board's 
Interpretative Rulings are given in the 
National War Labour Board's Bulletin No. 1, 
which may be obtained on application to any 
Regional War Labour Board. 

HUMPHREY MITCHELL 
Minister of Labour and Chairman 
The National War Labour Board 

Ottawa, Canada, January 12, 1942 
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SHARON 



The regular moifthly meeting of 
Women's Association of the United 
Church will he held at the hall on 
Thursday next. Jan. 22. A good 
supper will be served from 5.30 
p.m. Everyone welcome. ■' 

Service at the United Church on 
Sunday next at the usual time. 7 
p.m. Sunday school at 3 a. ml 

The annual meeting of Bast 

GwiHimbury Ren* Cross will be 
held in Sharon Hall on Tuesday. 



Jan. 20. Meeting to start at 8 p.m. 
(Sharp) S.T. 

The Sharon unit of the Red 
Cross will hold their annual meet*, 
ihg on Jan. 27 at 1.30 p.m. S.T. 

There will be a Re it Cross euchre 

at Sharon Hall on the evening of 

Jan. 27. Playing to start sharp at 
S p.m. S.T. Good prizes will he 
given. 

A good cmvd of the ladies hint- 
ed out for work at the hall on 

Tuesday. Come every Tuesday 
and spend the day. 




We Purchased too much Winter Stock 
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Our Loss 
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Your Gain 



OVERCOATS. SUITS, OVERSHOES, RUBBERS 

FLANNELETTE PYJAMAS, UNDERWEAR 

WORK SUPPLIES, SPORTS WEAR 

MILITARY SUPPLIES . 
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Tremendous Stoc!) 








We Invite Your {inspection 
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NORTH YORK'S LARGEST EXCLUSIVE MEN'S WEAR STORE 
PHONE 158 MAIN ST. NEWMARKET 







